WEATHER - Sno w to day , hea­ 
v y at times. Fo ur inch accumul­ 
atio n 
likely . Flurries 
to night. 
High in 20s 
to day . 
Chance o f 
flurries Sunday . 
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8 0 ,0 0 0 Re turn to Home s 
Ne a r Qua k e -Da ma ge d Da m 


LOS ANGELES CAP) - Eigh­ 
ty tho u sand 
p eo p le hav e re­ 
tu rned ho me after three nights 
in 
mo tels, 
tents 
o r 
friends’ 
ho u ses wo ndering whether an 
earthq u ake-dam aged dam near 
their p ro sp ero u s su bu rb wo u ld 
bu rst. 
Officials o rdered the ev acu a­ 
tio n o f a 20-sq u are-mile area 
after 
Tu esday ’s 
earthq u ake 
cracked the co ncrete facing o f 
the earthen Van No rman Dam 
co ntaining the city ’s largest re­ 
serv o ir. W o rkers p u mp ed o u t 
1.3 
billio n of the reserv o ir’s 3.6 bil­ 
lion gallo ns of water. Officials 
said Friday there was no mo re 
danger of a ru p tu re and flo o d­ 
ing. 
The death toll thro u gho u t the 
Los Angeles area ro se to 6 1, in­ 
clu ding 42 who died when a v e­ 
terans ho sp ital co llap sed. Two 
p erso ns are still missing. 
One m an freed after being 
trap p ed beneath ru bble at the 
ho sp ital fo r 5 8 ho u rs to ld news­ 
men Friday , “ 1 was ho llering 
and ho llering and no body co u ld 
hear. I was kicking and no bo dy 
was aro u nd. I kep t thinking, 
‘I’m thro u gh no w.’ ” Bu t Frank 
CaLo nera, a 6 8 -y ear-old kitchen 
wo rker, su ffered only a bro ken 
hand and the lo ss of 20 p o u nds. 
The co u nty engineer has said 
the earthq u ake dam age in Los 
Angeles Co u nty co u ld reach $1 
billion, 
Cars were lined u p fo r three 
blo cks at the edge of the ev acu ­ 
ated San Fernando Valley area 
in 9 0-degree afterno o n heat as 
p o lice remo v ed the barricades. 
As o fficers co ntinu ed p atro l­ 
ling to disco u rage lo o ters, cars 
stream ed in slo wly , laden with 
sleep ing bags, bo ttled w ater and 
clo thing. 
Kids 
ran down 
the 
streets 
to greet 
friends they 
hadn’t 
seen 
since 
Tu esday . 
Ho u seho lders dro v e off to mar­ 
kets fo r su p p lies. 
So me 
immediately 
tu rned 
sp rinklers 
on 
p arched 
lawns. 
Bu t m o st fo u nd they had no wa­ 
ter becau se of bro ken mairts. 
One 
retu rning 
man 
talked 
abo u t a brief v isit Thu rsday 
night fo r a sp ecial reaso n. “ I 
to ld the o fficers I had to get 
so me m edicine,” he said, ‘‘bu t I 
fed the c a ts.” 
Ano ther who had been back 


Eagles! 
Eagles! 
Eagles! 
Attentio n 
Max B aer Heart Fu nd 
Plu s 
Cro wning of King and Queen 
Satu rday night-ad 


Sweetheart Dance 
Sat. Feb. 13 , 9 :3 0 to 12:3 0 
Ro und & Square-“ Tune Mix ers” 
American-Slo v ak Club 
$2.00 per co uple-ad 


earlier recalled, “ It was like 
y o u were the o nly p erso n left on 
earth—alm o st like a mo v ie I 
saw where an A-bomb blasted 
all life and o ne m an retu rned.” 
The Pau l Sp endlo v e 
family 
was ty p ical o f many co ming 
back to G ranada Hills. Recall­ 
ing the ev acu atio n with her den­ 
tist hu sband and their fo u r chil­ 
dren. Mrs. Sp endlo v e said, “ I 
to o k bo ttles for the baby bu t no 
diap ers. They were all in the 
wash. And I took so me crackers 
and o ranges fo r the o ther chil­ 
dren. And that was all.” They 
stay ed with friends, all in o ne 
bedro o m the first night becau se 
“ the 
children 
wo u ldn't 
sleep 
away fro m u s.” 
Other 
ev acu ees 
cam p ed 
in 
p u blic p arks, u sing rest ro o ms 


Fo u r p ieces of legislatio n held 
o v er fro m 
p rev io u s meetings 
are schedu led fo r City Co u ncil’s 
co nsideratio n 
when 
it 
meets 
Tu esday at 7 :30 p .m. at City 
Hall. 
It’s m eeting will co incide with 
the sessio n of the City Planning 
Co mmissio n and will follow the 
meeting of the Zo ning Bo ard 
schedu led to begin at 7 p .m. 
The ho ldo v er legislatio n in­ 
clu des an o rdinance lev y ing sp e­ 
cial a s s e s s m e n t s to taling 
$6 6 ,7 13 .7 4 fo r the im p ro v ement 
of So u theast Blv d. between E. 
State St. and Ridgewo o d Av e. 
The 
o rdinance 
establishes 
pav ement 
assessm ents 
at 
$5 3 ,023 .6 3 with 
the 
remaining 
$13 ,6 9 0.11 fo r sidewalk assess­ 
ments. 
The o rdinance was intro du ced 
at the Feb. 2 m eeting and giv en 
first reading befo re being re­ 
tu rned to Co u ncil’s finance co m­ 
mittee. 
The o ther two m easu res, also 
giv en first reading two weeks 
ago , au tho rize the serv ice direc- 


Co lo neT Sanders 
Valentine Sale 
Buy ' a regular o r jumbo bo x 
Chicken Dinner and get 2nd 
dinner fo r half price No limit. 
15 6 N. Linco ln Av e.-ad 


Hazel Anno unces 
President’s Day Sales 
Drastic reductio ns - Sat. & Mo n 
Co lo nial 
Dress 
Sho ppe 
Open till 9 p.m. Fri. o nly .-ad 


fo r washing. So me to o k mo tel 
ro o ms. And so me went to ev acu ­ 
atio n centers set u p at scho o ls. 
The wife o f a retired meat 
cu tter recalled o ne ev acu atio n 
center: “There were a millio n 
kids ju mp ing all o v er the p lace. 
God, what a racket.” The co u ­ 
p le left soon fo r a nep hew's 
ho u se acro ss the v alley . 
The 1,000 o fficers o n p atro l 
du ring the ev acu atio n p erio d re­ 
p o rted 41 arrests—17 fo r failing 
to leav e the area, 14 fo r inv esti­ 
gatio n of bu rglary . 
Mo st of the G ranada Hills 
ho u ses were little dam aged by 
the q u ake. Po lice handed leaf­ 
lets to retu rning residents ask­ 
ing them to check carefully fo r 
gas, electrical o r stru ctu ral de­ 
fects. 


to r to seek bids fo r purchase 
of a u sed grader and the safety 
directo r to adv ertise fo r 
two 
1971 p o lice cru isers. 
Co u ncil by a 4-3 v o te tabled 
the 
cru iser 
legislatio n 
until 
Co u ncil’s safety co mmittee can 
determ ine what is needed. The 
o rdinance sp ecified the trade in 
of two 1970 cruisers, but so me 
co u ncilmen suggested that 
the 
best of the two 19 70 cruisers be 
retained and a 
third 
cruiser, 
p u rchased last y ear as a used 
car, be o ffered in its place. 
The fo urth o rdinance has been 
retained in the rules and o rdi­ 
nances co mmittee since Jan. 19 . 
It autho rizes May o r Dean 
B. 
Cranmer to sign the dedicatio n 
plat dedicating 3 .7 acres o f land 
fro m Warren Mo lded Plastics, 
Inc , plant to the city sewage 
treatment plant fo r street pur­ 
po ses. 
Bo th the city and the Salem 
Area 
Industrial 
Dev elo pment 
Co rp. o wn the strip to be dedi­ 
cated. 


Trap Sho o t 1 p.m. Sun. 
Salem Hunt Club 
Public Inv ited-ad 


Fat Bo y Special 
Fri. - Fish. Fries, Co ke 5 0c 
Sat.-Sun. - Chicken o r Shrimp, 
fries, slaw $l.-ad 


Sno wmo bile Races 
Sunday Feb. 14 , 1 p.m. 
Leeto nia-Lisbo n Rd., 1 mi. so uth 
o f Leeto nia-ad 
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Me e ting Is Tue s da y Night 


Holdov e r Le gis la tion 


Be fore City Counc il 


State Slippery, 


Drivers Warned 


4 inc he s Re c orde d 
He re ; W inte r Bite s 
Into De e p South 


Hazardo u s trav el signs were 
u p again in Salem and m o st of 
the rest of Ohio to day after a 
seco nd sno wfall in a week left 
a fo u r-inch blanket of sno w on 
the gro u nd. 
Highway s were slip p ery be­ 
cau se ro ad crews first had 
to 
clear the sno w befo re ap p ly ing 
salt. City wo rkers had the situ a­ 
tio n well in hand. 
A freezing rain p receded the 
sno w to co mp o u nd the treach­ 
ero u s driv ing co nditio ns. 
The W eather B u reau ’s fo re­ 
cast was fo r co ntinu ing sno w 
flu rries to day and Su nday . Sa­ 
lem ’s mo rning tem p eratu re was 
15 degrees. 
There was so me blo wing and 
drifting. 
The newly -fallen sno w co v er­ 
ed what rem ained of the fo o t- 
deep sno w that cam e last Mo n­ 
day and after streets and high­ 
way s finally had been co m p lete­ 
ly cleared. 
The latest bad w eather situ a­ 
tio n follo wed p redictio ns o f the 
W eather Serv ice, 
altho u gh 
in 
m o st p laces the sno w did 
no t 
reach the p redicted fo u r inches. 
W arnings Po sted 
The W eather Serv ice chang­ 
ed 
heav y sno w 
warnings 
to 
trav elers warnings in the w est­ 
ern half of the state Satu rday 
m o rning, bu t warnings rem ain- 
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Driv e r Hurt, 
Ca r Burns In 
MorningCra s h 


Two Wellsv ille 
y o u ths 
were 
ho sp italized with inju ries su ffer­ 
ed in traffic accidents early this 
m o rning, one of them su ffering 
fro m ex p o su re after being dis­ 
co v ered in the sno w near his 
bu rning car abo u t 
two 
ho u rs 
after it was wrecked. 
An E ast Liv erp o o l co u p le was 
hu rt in ano ther o ne-car w reck 
this mo rning on 
the 
Negley - 
Peace Valley Rd., the Lisbo n 
p o st of the State Highway P a ­ 
tro l rep o rted, while the Canfield 
p o st said it was inv estigating 
an inju ry accident at Ro u tes 62 
and 165 no rth of Salem. 
F rank Sims Jr., 21, o f Wells­ 
v ille is in fair co nditio n at Liv ­ 
erp o o l City Ho sp ital where he 
was adm itted early this m o rn­ 
ing, 
su ffering 
fro m 
ex p o su re 
and p o ssible back inju ries. 
The p atro l timed the wreck 
on Mick Rd., a mile and a half 
no rth of Ro u te 45 , at 11:30 p .m. 
They said 
Sims 
was 
headed 
so u th when he lo st co ntro l on 
the 
sno w 
and 
his 
car sp u n 
aro u nd and smashed into a tree 
and to ttered on the edge of an 
em bankm ent. 
At 1:23 a.m ., a Wellsv ille v o l­ 
u nteer firem an sp o tted the bu rn- - 
ing car and disco v ered Sims ly ­ 
ing in the snow near it. Au th­ 
o rities 
assu med 
Simms 
had 
craw-led away 
fro m 
the 
1964 
co ach when it cau ght fire. Sims 
was cited fo r not hav ing a driv ­ 
e r’s license. 
Jo el L. 
Waite, 
18 , 
also 
of 
Wellsv ille, is listed in satisfac­ 
to ry co nditio n at the E ast Liv er­ 
p ool ho sp ital with a sev ere lip 
laceratio n and co ntu sio ns o f the 
no se and face receiv ed in 
a 
wreck on Ro u te 45 , two miles 
no rth of Wellsv ille, at 12:30 this 
mo rning. 
Officers said he was no rth­ 
bo u nd when he lo st co ntro l on 
the sno w-co v ered ro ad and his 
car slid off the west side into 
an em bankm ent. 
One-Car Mishap 
William F. McEldo wney , 6 0, 
of E ast Liv erp o o l RD 3 was 
treated at Co mmu nity Ho sp ital 
E ast fo r mino r inju ries receiv ­ 
ed in the o ne-car accident on 
Negley -Peace Valley Rd. (Co u n­ 
ty Rd. 432) at 3 a.m . 
The p atro l said M argaret Mc­ 
Eldo wney , 5 9 , also su ffered a 
no ticeable inju ry bu t she ap ­ 
p arently w asn’t treated. 
Do nna Ho tt, 19 , o f 
Salem RD 
1 was treated at the East unit 
at 11 p.m. Friday fo r mino r in­ 
juries receiv ed in the accident. 
Neither the Lisbo n no r Canfield 
po sts had any details. 


ON THE MOON. A geo lo gist’s hammer, 34 Inches lo ng, and a field sample bag fiv e inches deep He o n 
to p o f a lunar bo ulder o n the mo o n to giv e so me indicatio n o f the size in a gro up o f mo o n ro cks pho to gra­ 
phed by the Apo llo 14 astro nauts (NASA pho to v ia 
U PI Telepho to to Salem News) 


Mis s ion Ev a lua tion Continue s 


Sc ie ntis ts Ca re fully Study 


Moon Roc k s , As trona uts 


SPACE 
CENTER, 
Ho u sto n 
(AP) — Moon ro cks and astro ­ 
nau ts co me u nder carefu l scru ­ 
tiny again to day as ev alu atio n 
o f the Ap o llo 14 missio n co ntin­ 
u es in the iso latio n of the Lu nar 
Receiv ing Labo rato ry . 
Du ring the first day in the 
two -week q u arantine in the lab 
Friday , 
astro nau t 
Edgar 
D. 
Mitchell ackno wledged he had 
co ndu cted 
a 
p erso nal 
ex p eri­ 
ment in m ental telep athy du ring 
the flight and scientists becam e 
intrigu ed by a my sterio u s white 
ro ck. 


SAIGON (AP) - So u th Viet­ 
nam ese fo rces o p erating u nder 
an u m brella o f U.S. air su p p o rt 
swep t 
thro u gh 
No rth 
Viet­ 
nam ese base cam p s, su p p ly de­ 
p o ts and wareho u ses to day on 
the Ho Chi Minh trail in so u th­ 
ern Lao s. 
Saigo n headq u arters said the 
day ’s hau l was the mo st lu cra­ 
tiv e since the Sou th Vietnamese 
driv e into Lao s began Mo nday . 
A sp o kesm an rep o rted finding 
hu ndreds of to ns o f mu nitio ns, 
fu el, clo thing and food sto ck­ 
p iles, inclu ding 2.000 chickens 
and du cks. The p o u ltry was dis­ 
tribu ted o n the sp o t to So u th 
Vietnamese tro o p s, he said. 
The 
headq u arters 
rep o rted 
half a do zen clashes alo ng the 
trail no rth and so u th of High­ 
way 9. It said 142 enemy were 
killed while So u th Vietnamese 
lo sses were sev en killed and 16 
wo u nded. Many of the No rth 
Vietnamese 
were 
v ictims 
of 
American bo m bers and helico p ­ 
ter gu nship s and so me were 
gu arding base cam p s and war 
sto ckp iles abo u t 10 miles fro m 
the So u th Vietnamese bo rder. 
The 
U.S. 
Co mmand 
an­ 
no u nced increased air su p p o rt 
for the So u th Vietnamese, re­ 
p o rting 1.100 helico p ter missio ns 
into Lao s Friday , mo re than 
do u ble the nu m ber of the p re­ 
v io u s 
day . 
Gu nship 
su p p o rt, 
tro o p lifts and medical ev acu a­ 
tion of dead and wo u nded were 
inclu ded. 
So u th 
Vietnamese 
so ldiers 
fo u nd sev eral w a r e h o u s e s 
sto cked with canv as bo o ts and 
glo v es, three to ns o f canned 
p o rk, 3 5 ,000 gallo ns of gaso line 
and o ther item s. They killed 28 


It had been rep o rted earlier 
that Mitchell tried to send sy m ­ 
bo ls by m ental telep athy to a 
Chicago man who claim s to be a 
p sy chic. 
A sp ace agency sp o kesman in 
the lab said Mitchell co nfirmed 
he did co ndu ct an ex p erim ent in 
mental telep athy bu t the astro ­ 
nau ts declined to discu ss it fu r­ 
ther. 
The 
ex p erim ent 
was 
de­ 
scribed as a p erso nal p ro ject 
and in no way interfered with 
Mitchell’s du ties on the mo o n 
flight, 
which 
ended 
Tu esday 


No rth Vietnamese gu ards while 
fighting their way into the co m­ 
p lex 12 miles so u thwest of Lang 
Vei. It was described as a q u ar­ 
term aster dep o t. 
In an area nine miles so u th­ 
west of Lang Vei, they seized 20 
So v iet-made 
tru cks, 
and 
10 
miles no rthwest of the city they 
fo u nd three caches and the bo d­ 
ies of 20 gu ards killed by U.S. 
air strikes. These y ielded be­ 
tween 70 and 100 to ns of rice, 
mo re than 5 00 rifles, 600 u ni­ 
fo rms and 60 antiaircraft m a­ 
chine gu ns like tho se that hav e 
kno cked down m o re 
than 20 
American helico p ters this week. 
So me weap o ns were destro y ed 
by the U.S. air raids. 
In o ther dev elo p ments: 
—No rth Vietnam charged that 
U.S. warship s fired on its fish­ 
ing bo ats ju st no rth of the 17th 
p arallel on the night of Feb 10 
and the mo rning of Feb. 11, kill­ 
ing o r wo u nding a nu mber of 
p eo p le. The U.S. Co mmand said 
it has a p olicy ’ of no t co mment­ 
ing on charges by Radio Hanoi. 
—Co mmu nist China said the 
So u th Vietnamese o p eratio n in 
Lao s with U.S. air su p p o rt is “ a 
grav e m enace” to China. A New 
China News Agency bro adcast 
warned in stro ng term s that 
China. Lao s’ no rthern neighbo r, 
will no t rem ain indifferent to 
the Lao tian situ atio n. 
—In Washingto n, a State De­ 
p artm ent 
sp o kesman 
said 
he 
had no indicatio n that Co mmu ­ 
nist China is thinking of inv o lv e­ 
m ent in 
Lao s and reiterated 
that Peking has no thing to fear 
fro m the United States’ inv olv e- 
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with sp lashdo wn in the Sou th 
Pacific. 
Mitchell and his crew m ates, 
Alan B. Shep ard Jr. and Stu art 
A. Ro o sa, are co nfined to the 
lab u ntil Feb. 26 on the rem o te 
chance 
they 
bro u ght 
germ s 
back to earth. Few scientists be­ 
liev e there are germ s on the 
mo o n. 
The astro nau ts are sp ending 
the first few day s in q u arantine 
discu ssing technical and engi­ 
neering details of the nine-daj 
missio n with ex p erts. 
Discu s­ 
sion 
is co ndu cted thro u gh 
a 
glass p anel eq u ip p ed 
with a 
co mmu nicatio ns sy stem. 
In ano ther sectio n of the labo ­ 
rato ry , 
scientists 
o p ened 
the 
first box of mo o n ro cks co llect­ 
ed by Shep ard and Mitchell in 
the 
Fra 
M au ro highlands a 
week ago . 
The co ntainer o p ened Friday 
had abo u t nine p o u nds o f the 95 
p o u nds of m aterial bro u ght to 
earth by the astro nau ts. Bu t in 
it was a three-inch-lo ng chip off 
a large white ro ck which the 
mo o nwalkers described while on 
the su rface. 
Geo lo gists hav e sp ecu lated it 
might be p art of the p rim itiv e 
lu nar cru st that they theo rize 
u nderlies the area. 
“ Nobody kno ws what the ro ck 
is and o bv io u sly there is go ing 
to hav e to be a lot of wo rk,” 
said Dr. Robin Brett, chief of 
th t geo chemistry branch at the 
Manned Sp acecraft Center. 


Sc hool Boa rd to 


Se e k Levy Re ne wa l 


The 
Salem 
Bo ard 
of 
Edu ­ 
catio n will co nsider a reso lu ­ 
tio n to p lace a renewal lev y on 
the May Ballo t at its m eeting 
Mo nday at 8 p .m. The p ro p o si­ 
tio n is an 
8 -mill 
o p eratio nal 
lev y . 
The su p erintendent will reco m ­ 
mend that Don Bennett be re­ 
tained as 
the 
head 
fo o tball 
co ach fo r the 1971-72 fo o tball 
seaso n. Fo rm er assistant co ach, 
Bennett took o v er last fall af­ 
ter fo rm er co ach Bob Jam es left 
Also on the bo ard’s agenda 
is the reco mmendatio n fo r the 
hiring of Tru dy Nedelka, (ef­ 
fectiv e March 22» fo r the re­ 
m ainder of 
the 
scho o l 
y ear. 
Miss Nedelka will gradu ate in 
M arch fro m Ohio State Univ er­ 
sity where 
she m ajo red 
In 
sp eech and hearing therap y . 


Mo to rcy cle Races 
Hare Scrambles Su n., Feb. 14 
afterno o n. Sp on. by W estern 
Reserv e Fly ers M.C. lo cated 4 
m iles no rth of Salem o ff Rt. 14 
o r 45 . Sign-u p deadline 1 p.m.-ad 
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Mos t Luc ra tiv e Ha ul 


South Vie ts Ca pture 
Ene my Ca mps , De pots 


Jo hnny Gibson may hav e lo st 
his leg, 
bu t 
there’s 
no thing 
wro ng with his sp irit 
The 7 -y ear-o ld son of Mr. and 
Mrs. Frank Gibson of 128 ? Ro b­ 
in 
Av e. 
had his right 
leg am ­ 
p u tated ju st abo v e the knee af­ 
ter a malignant 
bo ne 
tu m o r 
was disco v ered. 
The amp u tatio n was p erfo rm ­ 
ed Feb. 5 — his sev enth birth­ 
day . 
While it hardly can be regard­ 
ed as a 
birthday gift, 
“ it co u ld 
be the best o ne he’s 
ev er re ­ 
ceiv ed,” say s Mrs. Gibso n, her 
v o ice trailing off as she adds, 
“ if all go es well.” 


DESPITE THE adv ersity he’s 
faced since the leg p ains sta rt­ 
ed last May , the y o u ngster ac­ 
cep ted the lo ss 
of 
his 
limb 
brav ely and almo st matter-o f- 
factly . He’s anx io u sly lo o king 
fo rward to retu rning ho me fro m 
Co mmu nity Ho sp ital E ast where 
he has been a p atient since 
Dec. 30. 
The ho meco ming will be a 
hap p y affair with his bro ther, 
Kenny , 5 ; his step -bro ther, Dan­ 
ny Reno , 11, and step -sisters, 
Co nnie, 15 , Penny , 14, and T am ­ 
my Reno , 12, fo r the Gibso ns 
are p lanning a belated birthday 
p arty 
Ho p efu lly , the p arty will be 
held so o n, bu t p hy sicians still 
hav en’t decided ju st when he’ll 
be released. 
As the wo rd of Jo hnny ’s p light 
has sp read, Jo hnny has been 
swamp ed with cards and en­ 
co u raging no tes, 
v irtu ally 
all 
fro m strangers, thro u gho u t the 
im m ediate district 
and 
fro m 


GET-WELL CARDS and a scrapbo o k entertain Jo hnny Gibso n, 7 , 
in the children's ward at Co mmunity Ho spital East. 


New Jersey , Flo rida and Penn­ 
sy lv ania. 
“ Ju st when it seem s like the 
wo rld is falling ap art, y o u find 
o u t how m any nice p eo p le there 
are,” say s Mrs. Gibso n. 


O FFERING enco u ragem ent to 
the little fello w, who enro lled 
as a first grader at So u theast 
School last fall bu t has attend­ 


ed o nly a few day s becau se o f 
his p ro lo nged illness, the no tes 
cam e fro m a 13-y ear-o ld diabetic 
and a wo man who lo st a leg as 
a child bu t to ld Jo hnny ho w she 
learned to ride a ho rse and p ar­ 
ticip ate 
in 
o ther 
childho o d 
gam es. 
Jo hnny ’s had two faithfu l co m- 
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BY PUD SMITH 
Y-Teens Program Inspiring 


An intriguinp topic for discussion was presented at a 
Y-Teeu panel program recently Jiat provoked many inter­ 
esting Uiou*ms from the 100 senior high members present. 
They considered the idea, ‘If You Had But One Year To 
Live.” 
Airs. Aunaruih Everhart, Y-Teen director, planned the 
program and hcd as panelists Mrs. John Holhnger, West 
Brancn third giade teacher, housewiie and mother; Rev. 
Robert L. Salmon assistant pastor of the First United Pres- 
terian Cliuich; John Paul Oiloman, guidance counselor at 
Salem High Scnool; and Karen Nedelka, daughter oi Mr. 
and Mrs. Torch Nedeika, and George Schaeffer, son of Dr. 
and Mis. Ernest Schaeiier, high school students. Mrs. Ethel 
Buehler served as moderator. 
A number oi parents present were overwhelmed by the 
seriousness and depth of thought expressed by the girls 
present and tne panelists. Especially by the young member 
who concluded that we realiv shomdn't wait, but should live 
all the time as though we only had a vear. 
Members of Mrs. Everhart’s teenage planning commit­ 
tee wert Mrs. Buehler, Mrs. Pearl Mason and Mrs. Lu Ray. 


Russ Has a Choice of 3 


Russell W. Davis, Jr. of Leetonia is in the unusual posi­ 
tion of having to decide which of three paths he’ll choose 
when L# graduates this spring from Leetonia High School. 
He’s been appointed bv Congressman Wayne Hays to the 
Naval Academy at Annapolis for the class to open this sum­ 
mer. he’s been accepted at the University of Cincinnati and 
is ud foi iinal exams in the Coast Guard Academy. 
His 
parents are Mr. and Mrs. R. William Davis, and grandpar­ 
ents arc Mr. and Mrs. Michael T. Mancuso of Leetonia. 
Enuio Ciotti now of California, who came to S’alem from 
Italy 30 years ago and graduated from Salem High, was 
back in town recently. He visited his brother Mr. and Mrs. 
Fullio Ciotii of 547 Walnut St., and attended ceremonies at 
Kent State to see his niece, Sandy, graduate. He was on his 
wav home from a trip to Italy and Europe and a reunion 
with relatives. 


Young At Heart. That's Jim 


James Rhodes, Sr. of Salem RD 2 was feted several 
times when he celebrated his 80th birthday this week. A 
charter member of the VFW, having joined in 1922, he was 
guest of honor at a surprise party given by the board last 
week and surprised again this week with the party thrown 
bv the Alien Reynolds post. The board gave him a clock 
with silver coins for numbers. 
Jim is still active in the organization’s work, is presi­ 
dent ot Lhe Soldiers and Sailors Relief Fund in Lisbon and 


doddv chairman for years in Salem. He and his wife. Clara, 
have raised some 16 or 17 foster children, held about a doz­ 
en weddings and rent a hall at Christmas to welcome about 
60 of tne kids and grandchildren, with gifts and a turkey 
dinner for all. Jim and Clara will celebrate their 50th wed­ 
ding anniversary April 14. 


Information, Please 


Mrs. Laura Mae Whinnery, unofficial but extra-compet­ 
ent Salem High School historian, is laying plans for the 
spring reunion of the class of 1921 and is without informa­ 
tion on several graduates. She’d appreciate hearing from 
anvone who might know anything about the former Marian 
Campbell (married John Walton, mother was once principal 
of Fourtn St. School), Dorothy Failer (married Berton Bin- 
yon), Gertrude Herrold (married name unknown), Peter 
Wells, Leonard Hively, Elizabeth Moorman and Harry Par­ 
ker. 
Jat* Bloomberg, son of Mrs. Helen Bloomberg of 1399 
Highland Ave.. is general chairman of the 1971 May Week 
at Ohio State University. He’ll be in charge of the spring 
week2.no celebration on the campus. 


Area Pianists In Concert 


Rosalie Constantinidis, daughter of Mr. and Mrs. E. Gor­ 
don Warner, retired school teachers of Columbiana, will play 
a duo-uano recital with her husband, Nicholas, Sunday af- 
iemooii at 3:30 at the Akron Art Institute. An identical pro­ 
gram wdl be given Monday at 8:15 p.m. in the Speech and 
Music Building at Kent State University. 
Tlie talented couple, both graduates of Baldwin-Wallace 
College, have masters degrees from Cleveland Institute of 
Music. Nick formerly taught at Akron University and is 
now curator of music at the Art Institute and gives private 
lessons, as does his wife. 
Nicx. who was born in Cairo of Greek parents, has an 
impressive background in music, 
including study at the 
Roval Aeademv of Music in London, winning the Moscow 
piano prize, and performances for B.B.C., Voice of Amer­ 
ica and the U.S. State Department. 
During the rast vear he has given concerts in California 
at U.C.L.A.. in Glendale and around Ohio, and will go to 
Europe in April on a concert tour. 
What makes Nick’s accomplishments even more re­ 
markable is the fact that he was blinded at the age of six 
bv glaucoma. 


What Are You Doing? 


Kav Ann Steely, who currently is residing with her par­ 
ents Mr. and Mrs. Keith Hess of 1177 E. 4th St., is sending 
a picture of her new daughter, Patricia Kay, to proud fath­ 
er. Herbert E. Steelv, who is busy in the Far Pacific aboard 
the Naw ship USS Haleakala. supplying needed ammuni­ 
tion to American and South Vietnamese forces in Vietnam. 
Herb was so excited during a long distance telephone con­ 
versation after the babv was bom Feb. 4 that he asked his 
wife. “ What are vou doing?,” forgetting for the moment 
she’d been lather busy with the arrival of six-pound Patri­ 
cia. Sfedev son of Mrs. Marv Widener of East Canton, is 
an 11-vear veteran of the Navy, with the rank of boatswain 
machinist chief. 
At this week’s Kiwanis meeting, George Roher received 
his five-vear tab and a special award from Harvev Woods 
for becoming a member of the “250 Club.” That’s how many 
meals be has eaten at the Memorial Building the past five 
years. 


On the Job At Lisbon 


Although the Courthouse in Lisbon was closed Monday 
due to the heavy snow, the County Welfare Department 
staff was at work early and answered phone calls all day 
long, we have learned. 
Director Don Hepp arrived from 
Columbiana at 6:45 and immediately started shoveling the 
walks; Wilbur Warren of the food stamp office checked in 
at about tne same time and Dan Butch was there by 8:35. 


By ESTHER STOUFFER 
Youth Fellowship of Trinity 
¡Lutheran Church met in the 
social room of the church with 
116 members present when new 
officers were elected. 


Churches Bock Justice, Not Militancy 


play at the benefit card party- 
sponsored by the Pythian Sis­ 
ters in their hall. Mrs. Russel 
Smith of Leetonia 
and 
Mrs. 
Howard Feicht of RD Canfield 
won high score in “500.” Mrs. 
Esther Fry of Petersburg won 
the special prize. 
The temple will sponsor an­ 
other afternoon party March 5 
at 1. 


Servicemen 


Private Russell A. Gorby, 21, 
son of Mrs. Rose Anne Mathey 
of 
Washingtonville, 
recently 
completed an eight - week Nike- 
Hercules fire control crewman 
course at Ft. Bliss, Tex. 
He entered the Army last 
September and completed basic 
training at Ft. Lewis, Wash. 
Pvt. Gorby, whose wife, Bev­ 
erly, lives in Columbiana, is a 
1968 graduate of East Palestine 
High School. His father, Donald 
E. Gorby, lives in Negley. 


William Seymour, son of Mr. 
and Mrs. Fred Seymour of Be­ 
loit, has been promoted to Army 
Specialist 4. He is stationed at 
Cahm Rahn Bay in Vietnam. 
He received basic training at 
Fort Campbell, Ky., 
and 
ad­ 
vanced training at Fort Leon­ 
ard Wood, Mo. His wife is the 
former Cynthia Pierce of Se- 
bring, who is now residing with 
his parents. 


Marine Lance Corporal Den­ 
nis L. Clingerman, son of Mr. 
and Mrs. William H. Hull of 404 
W. Pershing St., is serving with 
Marine Fighter Attack Squad­ 
ron 333 at the Marine Corps Air 
Station, Beaufort, S. C. 
He is a 1969 graduate of West 
Branch High School. 


East Goshen 


By PHYLLIS GFELLER 
Rev. and Mrs. Roy Skeeter, 
Steven, and Dr. Elsie Snell of 
Amherst spent two weeks in 
Florida. 
Elsie Matti Mission Helpers 
met with Mrs. Giarles Williams. 
Mrs. Ora Wallace had the pro­ 
gram. 
Members 
packed 
old 
Christmas cards 
for mission­ 
aries. 
Mr. and Mrs. Don Baumgart­ 
ner attended a recognition din­ 
ner for Western Reserve Dis­ 
trict Boy Scouts. Baumgartner 
received the Scouters Key. 
Homebuilders G ass met with 
Mr. and Mrs. Allen Lockhart. 
Thirteen members were present 
and Mrs. Richard Gologram led 
devotions. Plans were discussed 
for redecorating the classroom. 
SP5 and Mrs. Mike Riley of 
Aberdeen Proving Grounds, Md., 
spent a weekend with his par­ 
ents, Mr. and Mrs. Bruce Riley. 


sist antiracist organizations in 
their struggle for freedom and 
justice. Council leaders hope to 
raise more than $150,000 for 
those groups around the world 
— but mostly in Africa — who 
will combat white racism. 
The main provision is thal 
none of the cash will go - to 
“military purposes,” 
although 
churchmen agree that many of 
the parties involved are nation 
alist 
guerrilla 
organizations 
committed to the overthrow of 
such governments as the Union 
of South Africa, Rhodesia anc 
Portuguese African territories. 
Liberation 
forces 
promptly 
skyjacked an Ethiopian Airlines 
plane to Lybia, where they have 
been taken into custody. Em 
peror Haile Selassie, host to the 
council was under strain to sup­ 
port the progressive step against 
racism, 
while 
underground 
groups were stealing his jets 
and blowing up his trains. 
The position taken 
by 
the 
World Council had an immediate 
effect in South Africa. The story 
had barely been set in type be­ 
fore the secret police had ar­ 
rested the Anglican Dean of Jo­ 
hannesburg, the Rev. G. A 
ffrench-Beytagh, a British citi­ 
zen, and detained him under 
the Terrorism Act. He is ex 
pected to be tried and deport­ 
ed. He is a British citizen. 
The Union of South Africa has 
been in regular conflict with its 
outspoken clergy critics. 
Dean 
ffrench-Beytagh has been sharp 
in his attack on Prime Minister 
John Vorster, who once made 
the handsome claim that Goc 
was on the side of South Africa 
Said the cleric: 
“God is not on the side of the 
National Party or any other 
party. What really matters is 
whether the National Party is 
on His side.” 
What may have especially an­ 
noyed Johannesburg was the ag 
gressive pledge made by the 
World Council at Addis Ababa 
that its member churches, “in 
vestigate and analyze the mili 
tary, political, industrial and fi­ 
nancial systems in the perpetu­ 
ation of racism and racial dis­ 
crimination.” 
Churches were also asked to 
clean up their own backyard, 
check their investment practic- 


There are about 22.700 hotels, 
exclusive of 3,755 seasonal ho­ 
tels, in the United States. 


Leaders Club Meets 
The Mahoning County Junior 
Leadership Club met Feb. 1. 
Peggy McGarry, president, con­ 
ducted the meeting. 
A dress code was discussed 
and members were asked 
to 
wear school clothes to the meet­ 
ings. 
Two American Field Service 
students, Christine Sandstrom 
from Sweden and Anton Kohnle 
from West Germany, discussed 
their home countries and the so­ 
cial life there. Miss Sandstrom 
attends 
West 
Branch 
High 
School and Kohnle attends South 
Range High School. 
Goshen Township Junior Lead 
ers served refreshments. 


New Garden 


By THELMA STRAHM 
Mr. and Mrs. Alfred Stoudt 
have returned from a vacation 
trip to Florida where they saw 
the Apollo 14 blast-off. They also 
visited Mr. and Mrs. Milan 
Mounts at Cocoa Beach, 
Mr. 
and Mrs. Albert Loudon at Fort 


Lauderdale and Mr. and Mrs. 
Walter Blythe at Margate. 
Mr. and Mrs. John Thomas of 
Van Nuys, Calif., granddaughter 
of Mrs. Jennie Conser; 
and 
Richard Wilson of Los Angeles, 
son of Mr. and Mrs. Marion Wil­ 
son, have reported they were 
uninjured in the recent Califor­ 
nia earthquake. 


The Pentecostal Baptism 
WORLD WIDE 
Hear 
Robert Thom 
A 
Pentecostal Methodist 


Mr. Thom is the Author of 32 Books with one 
in the Congressional Library. He has spoken 
in many countries of the world and is aware 
of this great world wide Spiritual Awakening. 
BE INFORMED 
INVESTIGATE IT! 
Feb. 14th 
7:30 P.M. 


FIRST ASSEMBLY of GOD 
of Ellsworth and Pine Lake Rd. 
Salem, O. 


By DAVID POLING 
NAIROBI, Kenya — When the 
member churches gathered for 
Luanne Weikart was named ibie centrai Committee meeting 
president, Robert Perkins, vice- of th€ Worid Council of Church- 
prtsident; Patty Creighton, sec- es at Addis Ababa (Jan 10_20) 
retary; and Ray Davis, treas- ^bey expected debate and even 
urer- 
sharp dissension over the re-1 
Mrs. E. J. Savage, leader, port on racism. But little did 
had charge of 
the topic on any of the 239 representatives 
“God Is Love”. Robbie Davis anticipate the quick reaction of 
will present the March meeting oolitical forces that exploded so 
topic. 
suddenly afier their sessions 
A new leader is needed for were com pie ted. 
the group, anyone interested 
By now the general public, 
may call Mrs. E. J. Savage, or and 
especially 
the 
Christian 
Mrs. 
William Gologram, Jr. j community, is aware that the 
for more information. 
Worid Council gave unanimous 
Five tables of cards were in support to a special iund to as- 


es, look at their employment, 
training, and promotion schedul­ 
es and evaluate their property 


management to see if any of 
these activities contribute indi­ 
rectly to racism. All of this 
means one thing, well-stated by 
the Daily Nation in Nairobi: 
“The Church is no longer the 
handmaid of colonialism.” 
And if we read the signs well, 
neither shall it be a handmaid­ 
en of militarism. 


The First Christion Church 


1151 East Sixth, Salem, Ohio 


Mrect 
To Your Heart 


The Message of Christ 
Is A Guide to Happy Living 
— a Plan for Personal 
Peace — a Design for Daily 
Life. 


G O D ’S LOVE REACHES 
OUT TO YOU 


8:15 and 10:30 a.m. 
“THE 
LOVE OF GOD” 
9:30 a.m. Bible School. Classes 
for All age«! 
6:00 
p.m. 
Christian 
Youth 
Hour. Great hour for young 
people. 
Grades 1-12. 
All 
youth are Invited! 
7:00 p.m. GREAT EVENING 
SERVICE OF SONG AND 
INSPIRATION! 
Special 
music by choirs of The 
Third 
Christian 
Church, 
Warren Ohio. 
Rev. Lee 
Koonce preaching. 
ALL 
ARE WELCOME. 


DIAL A DEVOTIONAL 332-1539. Night or Day! 
THE END OF YOUR SEARCH FOR A FRIENDLY CHURCH 


Harold W. Deitch — Jack E. Austin — Pastors 


k 
★ 
★ 
PRESIDENT’S ★ 
★ ★ DAY ★ ★ r 


I’muu/t 


Shop Mon.-Thura.-Fri. All Others 
CHARGE IT at Ponney’« in Saloni 
9¡30-9:00 
9:30-5:00 
For Cotale* Solos 
Phono 33S.1S77 


I n Our Churches 


EMMANUEL LUTHERAN 
Pasto r, Dale R. Deames; In­ 
tern, Brian Haller 
Su nday : Worship, 8, 
10:30 
a.m. Sermon, “Short Cu t To 
Destru ction”. 
Su nday 
School, 
Adu lt Bible class, 9:15 a.m. 
Monday : Boy Scou ts, 7 p.m. 
Tu esday : Gass for God’s spe­ 
cial children, 3:30 pm.; Bethel, 
7 :30 p.m. 
Wednesday : 
Confirmation 
classes, 3 p.m.; Ju nior Choir, 
6:15 p.m. Al-Anon family grou p, 
8:30 p.m. 
Thu rsday : Senior Choir, 7 :30 
p.m. 
HOLY TRINITY LUTHERAN 
Pastor, Rev . Daniel L. Keister 
Su nday : Worship, 8:30 a.m. 
and 
10:4 5 a. m.; 
sermon, 
‘‘Strength For Ev ery Crisis”. 
Chu rch School, 9:30 a.m. 
High School You th, 6:30 p.m. 
Tu esday : 
Parish Edu cation 
Committee, 7 p.m. 
Wednesday : Catechism class­ 
es, 4 p.m.; Ju nior Choir, 
5 
p.m.; High School Choir, 6:4 0 
pm. 
Thu rsday : Senior Choir, 7 :30 
p.m. 
CHURCH OF CHRIST 
Preacher, Marv in E. You ng 
Su nday : Bible stu dy , 10 a.m. 
Worship, 11 a.m. and 6 p.m. 
Children’s Class, 5:30 a.m. 
Wednesday : Bible classes, 7 :30 
p.m. 
FIRST ASSEMBLY OF GOD 
Pastor, Rev . Don R. Bressette 
Su nday School, 
9:30 
a.m. 
Worship, 10:30 a.m. 
You th meeting, 
6:30 
p.m.; 
Worship, 7 :30 p.m. Robert Thom 
“A Pentecostal Methodist”. 
Monday : C. A. Rally , 
6:30 
p.m. 
Wednesday : 
Choir, 7 p.m.; 
Midweek meditations, Mission- 
ettes, Roy al Rangers, 8 p.m. 
Thu rsday : Action night, 6:30 
p.m. 
Satu rday : Ju nior Choir, 10:30 
a.m. 
JEHOVAHS WITNESSES 
Minister, Earl Wy k e 
Su nday : Pu blic talk , 
9:30 
a.m. Watchtower stu dy , 10:30 
a.m. 
Tu esday : Bible stu dy , 
7 :30 
p.m. 
Friday : Ministry school, 7 :30 
p.m.; Serv ice 
meeting, 
8:30 
p.m. 
GREENFORD LUTHERAN 
Pastor, William J. Rau ch 
Su nday : Chu rch School, 9:20 
a.m.; Ray Bu sh, Su pt. Worship, 
10:30 a.m., sermon, “How to 
mak e things Grow — 
Jesu s 
Sty le”. 
You th party , parsonage, 7 :30 
p.m. 
Wednesday : Green Township 
Senior Citizens, 10 a.m.; Ju nior 
Choir, 6:30 p.m.; Adu lt Choir, 
7 :30 p.m. 
FRANKLIN SQUARE 
UNITED METHODIST 
Pastor, H. L. Strawn 
Su nday : Chu rch School, 9:4 5 
a.m. Worship, 11 a.m.; sermon, 
“I Can Do”. 
Thu rsday : WSCS, 8 p.m. 
ST JACOB’S UNITED 
CHURCH OF CHRIST 
Pastor, Harry W. Nehrig 
S u nd a y School, 9:50 a. m. 
Worship, 11 a.m.; sermon, “In 
the Great Congregation”. 
Tu esday : Men’s Fellowship. 
Wednesday : Christian Lamp­ 


lighters, 8 p.m.; Fergu son’s. 
Thu srday : Choir, 8 p.m. 
WAY TRUTH LIFE FULL 
GOSPEL PENTECOSTAL 
TABERNACLE 
Pastor, Rev . F. E. Spark s 
Su nday School, 
10 
a.m. 
Joseph Hampson, Su pt. Worship 
11:30 a.m. 
Miracle serv ice, 7 :30 p.m. 
Tu esday : Pray er and Fast, 
6 a.m. to 6 p.m.; Tabernacle 
open, 12 to 3 p.m. 
Wednesday : Pray er meeting, 
7 :30 p.m. 
FIRST CHRISTIAN CHURCH 
Pastor, Harold W. Deitch and 
Jack E. Au stin 
Su nday : Worship, 
8:15 and 
10:30 a.m.; sermon, “The Lov e 
of God”, Harold W. Deitch. 
Bible School, 9:30 a.m.; Robert 
Ru sh, Su pt. 
Jet Cadets, 5 p.m.; Whirly - 
birds, CHI-RHO CYF, 6 p.m“.; 
Program, 
Third 
Christian 
Chu rch of Warren. 7 p.m. 
Cu bs Den meeting, 
Boy Scou ts, 7 p.m. 
Camp Fire Girls, 


Monday : 
3:4 5 p.m.; 
Tu esday : 
3:4 5 p.m. 
Wednesday : 
Men’s pray er 
break fasts, 6 and 7 a.m.; Pris­ 
cilla Grou p 9:15 a.m.; Ju nior 
and Chapel choirs, 3:4 5 p.m.; 
Rebecca Grou p, 7 :4 5 p.m. 
Thu rsday : 
Women’s 
pray er 
grou p, 9 a.m.; Adu lt Choir, 7 :30 
p.m. 
FIRST UNITED 
PRESBYTERIAN 
Pastors, Bru ce E. Milligan, Rob­ 
ert E. Salmon 
Su nday : W or s hi p, Chu rch 
School, 9:30 and 10:50 a.m.; 
sermon, “What Men Liv e By ”, 
Mr. Milligan. 
You th Fellowship, Gary Mc- 
Qu ilk in, 7 p.m. 
Monday morning pray er hou r, 
Mrs. Lou is Weirick , 9 a.m.; 
Deacons, 7 :30 p.m. 
Tu esday : Sewing day , Meth­ 
odist Chu rch, Chu rch Women 
United, 9 a.m. - 2 p.m.; Decem­ 
ber Circle, Mrs. Archie Cru m, 
7 :30 p.m.; Session, 7 :30 p.m.; 
Oratorio Gu ild, 8 p.m. 
Wednesday : 
October Circle, 
Mrs. Norman Pirn, 9:15 a.m.; 
Janu ary Circle, Mrs. Jack Hov - 
is, 
9:15 
a.m.; You th 
Clu b, 
grades 4 -8, 3:4 5 p.m.; You th 
Clu b, grades 9-12, 5:15 p.m.; 
Chancel Choir, 7 p.m.; Hav iland 
Choir, 8:15 p.m. 
Thu rsday : Qu ilting, chu rch, 9 
a.m.; Women’s Association des­ 
sert, program, 1:30 p.m.; Carol 
Clu b, 3:4 5 p.m. 
CHRISTIAN SCIENCE 
SOCIETY 
Su nday School, 
11 
a.m. 
Chu rch, 11 a.m., lesson, “Sou l”. 
Tu esday : Reading room open 
1:30 to 4 p.m. 
Wednesday : Testimonial meet­ 
ing, 8 p.m. 
SALEM PILGRIM 
Pastor, 
Rev . Harold Schmu l; 
Asst., Rev . Frederick Lau der 
Su nday School, 
9:4 5 
a.m.; 
Elmer Cope, Su pt. Worhip, 10:4 5 
a.m. 
Family 
Hou r, 
6:30 
p.m.; 
Ev angelistic, 7 :30 p.m. 
Wednesday : 
Pray er 
and 
Praise. 7 :30 p.m. 
Thu rsday : 
Cottage pray er 
meeting, 7 :30 p.m. 
EPISCOPAL CHURCH 
OF OUR SAVIOUR 
Rev . William W. Stick le, Rector 
Su nday : Commu nion, 8 a.m. 


Morning Pray er, Chu rch School, 
11 a.m.; Mrs. William Mehno, 
Su pt. 
Thu rsday : Ju nior Choir, 7 :30 
p.m.; Senior Choir, 8:15 p.m. 
FIRST UNITED METHODIST 
Pastors, William S. Longs worth, 
Henry Holy oak 
Su nday : Chapel serv ice, 8:30 
a.m.; message, Mr. Longsworth. 
Chu rch School, 9:30 a.m .; Ned 
Jones, su pt. Worship, 10:30 a.m. 
broadcast on WSOM; message, 
“The Creativ e Use of Honest 
Dou bt.” 
Senior High bell choir, 5:30 
p.m.; Senior High UMYF, 6:30 
p.m.; Senior High Choir, 7 :30 
p.m. 
Tu esday : 
Chu rch W om e n 
United, 9 a.m.; Boy Scou ts, 7 
p.m. 
Wednesday : Josephine Lask ey 
Grou p, 9:30 a.m.; Chapel Choir, 
3:15 p.m.; Wesley Choir, 3:4 5 
p.m.; Jr. Hi Fellowship, 4 p.m.; 
7 th grade bell choir, 4 p. m.; 
8th grade bell choir, 4 :30 p. m.; 
5th and 6 th grade bell choirs, 
5 p.m.; pray er and Bible stu dy , 
7 p.m.; Cou ncil on Ministries, 
Lay Witness Mission chairmen, 
7 p.m. 
Thu rsday : Senior Choir, 7 :30 
p.m. 
WESLEYAN METHODIST 
Pastor, Rev . C. R. McPherso n; 
Assistant, Rev . William Cope 
Su nday School, 9:30 a. m.; 
Carlile Mishler, su pt. Worship, 
10:30 a.m. 
You th and Children, 6:4 5 p.m. 
Ev angelistic serv ice, 7 :30 p.m. 
Wednesday : 
P r a y e r and 
Praise, 7 :30 p.m.; W i l l i a m 
Cope, leader. 
BIBLE BAPTIST 
Pastor, Rev . Roger Felton 
Su nday School, 10 a.m. Wor 
ship, 11 a.m. 
Baptism, 3 p.m., 
B a p t i s t 
Temple: 
Pray er Room, 6:4 5 
p.m.; Ev angelistic serv ice, 7 
p.m. 
Wednesday : Pray er meeting, 
7 p.m.; Choir. 
Thu rsday : Visitation, 7 p.m. 
SALEM BAPTIST TEMPLE 
Pastor, Rev . AI Wolfe 
Su nday School, 10 a. m.; Carl 
Blak e, su pt. Ev angelistic serv ­ 
ice, 11 a.m. 
You th Fellowship, 6 p. m.; 
Pray er grou ps, 6:30 p.m.; Wor­ 
ships, pray er serv ice, 7 p.m. 
Tu esday : Visitation, 6 :30 p.m.: 
Teachers, 8 p.m. 
Wednesday : 
Special pray er 
and Bible stu dy , 7 p. m.; Choir, 
8 p.m. 
FIRST BAPTIST 
Pastor, Daniel A. MacDonald 
Su nday : 
Worship, 8:15 and 
10:4 5 a.m.: sermon, “A Ru nning 


Street Fight.” Su nday School, 
9:30 a.m.; 
Roland McInty re, 
su pt. 
You th grou ps, 5:30 p. m.; 
Praise Hou r, 7 p.m. 
Monday : Boy Scou ts, 7 p.m.; 
Board of Christian Edu cation, 
7 :30 p.m. 
Tu esday : 
Tru mbu ll Baptist 
Women’s Association, meet at 
chu rch, 8:15 a.m. 
Wednesday : Bible stu dy , pray ­ 
er meeting, 7 p.m., Lev iticu s. 
Thu rsday : Ju nior Choir, 6:30 
p.m., recreation; Senior Choir, 
7 :30 p.m. 
Friday : Bask etball practice, 7 
p.m., Memorial Bldg. 
Satu rday : 
Bask etball: 
“F,” 
Jr. High, 8 a.m.; “C”, Memori­ 
al Bldg., 9 a.m.; Hearthstone 
and Seek ers’ chili su pper, 6:30 
p.m. 
CALVARY BAPTIST 
Pastor, Harold Cobb 
Su nday : 
Bible School, 9:4 5 
a.m. 
W or s hi p, 
Children’s 
Chu rch, 11 a.m. 
Pray er Time, Conq u erors, 6 
p.m.; Message, 7 p.m. 
Wednesday : Children’s Bible 
Clu b, Matheney ’s, 3:4 5 p. m.; 
Pray er, Bible stu dy , 7 :30 p.m. 
Thu rsday : 
Children’s 
Bible 
Clu b, Hook er’s, 3:4 5 p.m.;'Visi­ 
tation, 7 p.m. 
SALEM BAPTIST CHAPEL 
Pastor, Rev . Pau l Coffey 
Su nday School, 10 a.m. Wor-; 
ship, 11 a.m. 
“Sweetheart Banq u et,” 6 p.m., 
Memorial Bu ilding. 
Tu esday : Visitation, 7 p.m. 
j 
Wednesday : Pray er serv ice,] 
Bible stu dy , song practice, 7 
p.m. 
Thu rsday : Family v isitation,) 
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7 p.m. 


SIXTH STREET FRIENDS 
Bible class. 9:30 a.m. Meeting1 
for worship, 10:30 a.m. 
Wednesday : Meeting for wor­ 
ship, 7 :15 p.m. 
SALEM FIRST FRIENDS 
Pastors. Harold B. Winn, Jack 
I 
Williamson 
Su nday School, 9:4 5 a. m. 
Don Roher, su pt. Worship, “We I 
Choose What We Are,” 11 a.m. 
Senior Hi F.Y., 6 p.m.; J-Hi 
and Ju nior F.Y., 6:30 p.m. Serv -j 
ice. “How A Christian Faces In-1 
su its. Demands and Enemies,” ! 
7 :30 p.m. 
Tu esday : 
Men's p r a y e r 
break fasts, 6, 7 a. m.; W i Id a ; 
Winn Circle, Mrs. Richard Rob-j 
bins, 7 :30 p.m. 
Wednesday : Monthly bu siness, 
meeting, Beginners and Pri- 
i 
mary Bible clu bs. Ju nior a nd 1 
You th choirs, 7 :30 p.m.; Shar­ 
ing and Pray er Time, 8 p. m.; j 
Senior Choir, 8:4 5 p.m. 
Thu rsday : Y ou t h pray er 
break fast, 6:4 5 a.m.; Elsie Mat-: 
ti Missionary Circle, chu rch, 8, 
p.m. 


Channel 
or spotted catfish! 
can weigh more than 50 pou nds. 
Scaleless sk in, small ey es and 
barbels — long feelers resem-l 
bling feline whisk ers — identify ! 
the catfish. 


PRESIDENTS’ 
DAY 
SALE 


HONEST VALUES! I CHOPPED PRICES!! 


Royal Scott 
MARGARINE 
5 
1 lb. 
prints89 


Mm's 
Ali Weather 
COATS 


Zip Out Liala« 
Reg. 16.99 


8 . 9 7 


Mm 's 
IFLANNEL SHIRTS 


Ref. 


2.57 1.99 


M u 's 
SWEATERS 
,7, 6.99 


M si's Thermal Lin ri Heeded 


Sale Starts Monday, Feb. 15th 


1 Lo t - 12 ”x l5 ” to 13’'x l8 ” 
Carpel S am ples .................... Ea 10c 


1 Lo t — 18 “ x 2 7” 
Carpel S am ples .................... Ea. 7 7 c 


1 Lo t — 6 9 c to 9 5 c Values 
NIXED COLORS CERAMIC TILE 


$1.19 to $1.79 Values 9 ' and 12 ’ Wide 
VINYL FLOOR COVERINGS 


$5 .2 5 Value - 2 314 Sq. Yds. 
6 FT. VINYL FLOOR COVERING 
• 


$5 .9 5 Value - 5 0 Sq. Yds. 
6 FT. VINYL • FLAGSTONE PATTERN 


Candy Stripe 
KITCHEN 


CARPET 


Hig h Density Clo sed 


Cell Spo ng e Back 


Sq. Ft. 33c 


Sq. Yd. 9 7 C 


Sq. Yd. $2.97 


Sq. Yd. $2.97 


1 LOT- 12 ' - 15 ’ WIDE, SMALL 
CARPET REMNANTS 


1*4 ” to 5 ’-2 ” Lo ng 
% PRICE 
OR 
LESS 


Valu e 
Sale Price 
*6'x l9'-6" Heav y weight Inlaid Viny l 
---------- $4.95 
$2.97 sq . y d. 
*6'x l6'-2" Heav y weight Inlaid Viny l 
----------- $4.95 
$2.97 sq . y d. 
*6'x l2'-6" Heav y weight Inlaid Viny l 
----------- $4.95 
$2.97 sq . y d. 
*6'x4 '-10" Heav y weight Inlaid Viny l----------- $4.95 
$2.97 sq . y d. 


(* These 4 Piece* Fro m Same Ro U) 
I f l F R R V A N FLOOR COVERINGS 
| | 4 3 t 
S I n 
I f i l l 
385 E. Stale 
Phone 337-7474 


________________________________________ 
i------ 


SWEATSHIRTS 
4.77 
Rif* 
5 .7 7 


Beys' 
BOMBER JACKET 


Ref. 


8.9 4 3.99 


Children's 
SLIPPERS 


lif. 


l . t t 1.37 


U til* G irli' 
SLACK SETS 
1.99 


Ref. 
3.4 4 


Girls' t Womtn's 
ROBES 
S 3.99 


GIRLS' SLACKS 
Velues te 4 .79 
2 .8 8 


Appeietmest 
BOOKS 


lef. 


2.27 1.57 


Men's 


Bomber 
JACKETS 


Rig. 7.9 9 


5 . 9 9 


Women's 
end 
Jr. Miss 
DRESSES 


Values to 11.9 8 


4 . 9 9 


Wemee's 
FANCY BLOUSES 
2.99 


Veleee te 


4 .79 


Womtit's 
SWEATERS 


Ref. 


4 .79 2.99 


Worn «n's 
SWEATER VESTS 
2.99 
Rtf- 
4 .79 


Women's Flannel 
PAJAMAS 


I * . 2 2 7 ......... 1 . 7 4 


Rt|. 3 .9 9......... 2 . 9 9 


Wotiir 'i 
FAKE FUR HATS 


Rtf. 


4 .79 2.99 


Women's 


Values to 
10.9 9 


PONCHOS 
2.99 


G irls' 8 Women's 


Values to 


6.9 8 


SKIRTS 
3.99 


Women's 


Reg. 


3.9 8 


PURSES 
1.99 


5 YR. DIARIES 
i 
8 8 


Boys' 


Corduroy 
JACKETS 


Reg. 12.9 4 


6 . 9 9 


S06 I . S tato f t . 
iatoen, Ohic 


» ¡/ t t P 
n*%ijpi 


Once a Year Values at Bargain Prices 


You Can't Afford To Miss 


★ 
★ 
★ 
★ PRESIDENT’S ★ 
★ ★ DAY ★ ★ 


Monday, February 15th, 10 a.m. to 9 p.m. 


COATS - CAR COATS 
One Grou p 
$■25" 
Æm 
Val. to $60 


SUEDE 


JACKETS 
$259 9 


VaL to $60 


All Winter 


COATS 


NOW 
V2 Price 


Bargains Galore on our 75c table 


BLOUSES 


$0 2 5 


and Other Items 


. 
Val. to $16 


DRESSES - 
PONCHOS - 
SWEATERS 


$4 9 9 


Val to $30 


SPECIAL 
BARGAIN TABLE . . $1.25 


One Grou p 
Dresses - 
Jumpers 
$Q9 9 


VaL to $60 


Lingerie 
$39 9 


to 
$ C 9 9 


Go wns, Ro bes, 


Pajamas 


One Table 


Odds and 


Ends 
s225 


ALL REMAINING WINTER 


DRESSES - SLACK SUITS 


1 
y 2 
f >r' ce 


Your Last Chance To Stock 


Up for Next Year! 


No Lay away s 
All Sales Final 


Open Monday 10 A.M. to 9 P.M. 
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Suggestion For the Faculty 


The Facu lty Senate at Kent State Univ ersity has 
gone on record as u pholding the right of peacefu l 
dissen' bu t condemning v iolence, destru ction of 
property and other criminal acts. 
The facu lty acted in the wake of a stu dent dem­ 
onstration on campu s du ring which a window n 
the ROTC office was broken and the U.S. and Ohio 
state flags were hau led down and a Viet Cong flag 
hoisted in their place. 
Tlit facu lty resolu tion su pported the stu dents* 
right to ex press disapprov al of U.S. inv olv ement 
in Laos bu t made it clear that the pu nishment of 
persons conv icted of crimes on the campu s cannot 
be constru ed as an abridgement of free ex pression 
appropriate to college or u niv ersity . 


TO APPLAUD the Facu lty Senate for its posi- 


Tribute to Nurses 


Tribu te is du e ou r American nu rses who com­ 
memorate two milestone anniv ersaries in nu rsing 
hisory this y ear. 
It was 75 y ears ago that the American Nu rses’ 
Association was organized and 70 y ears ago this 
month that the Army Nu rse Corps came into being. 
Throu ghou t three qu arters of a centu ry , nu rses, 
in addition to following the inspiration prov ided 
by Florence Nightingale and other angels of mercy 
in comforting and ministering to the phy sical needs 
of the sick, hav e worked throu gh their association 
to improv e the qu ality of nu rsing care av ailable 
to the pu blic. 
Ou r military nu rses, representing the oldest mil­ 
itary ’ nu rsing corps in the world, today nu mber 
some 4.700. They are serv ing ou r armed forces in 
thg United States and 11 foreign cou ntries at the 
600 U.S. Army medical facilities throu ghou t the 
world. 
As ou r nu rse corps marks these two anniv ersar­ 
ies this y ear, we salu te them for their dedicated 
serv ice to mankind. The care they giv e u s, the 
compassion they show u s makes their serv ice, in 
its totality , one of the finest ex amples of sisterhood 
in the history of man. 


lion and we believ e that a preponderant majority 
ot its members are dedicated to peacefu l pu rsu its 
and an u ninterru pted edu cational process, bu t the 
u nanimou s v ote with which the resolu tion was ap- 
piov ea shou ld not be interpreted as an ex pression 
of 100 per cent of the facu lty . 
In this connection, 
we hav e a recommendation 
lr make and a qu estion to ask. 
We recommend that the Facu lty Senate, an or­ 
ganization which, by its own ex pression, recognizes 
and striv es to fu lfill its responsibilities, u ndertake 
a little internal sou l-searching and ru n down the 
sou rce, among its own members, of mu ch of the 
u nrest on campu s. 
It is o ne thing to be critical of stu dent trou ble­ 
makers a nd cry ou t fo r their pu nishment withou t 
try ing to establish ho w they got that way . It is 
qu ite a no ther to co nro nt, by 
silence, some o f tho 
ideo lo g ica l a nd so cio lo g ica l 
bu nk they ' learn a t the 
feet o f a cla ssro o m ma ster, 
who escapes ev en the 
penalty of a rebu ke. 
Until the protection of right of free ex pression 
has been stripped from those who nu rtu re the seeds 
w u nrest in the classroom, there will be trou ble on 
campu s and trou ble in society that bear no relation­ 
ship to peacefu l ev olu tion 


OUR QUESTION CONCERNS the time av ailable 
for campu s demonstrations and hell-raising in gen­ 
eral. Most of the confrontations at Kent and other 
u niv ersities hav e come du ring hou rs in which class­ 
es were in session. Are many of the freaks who 
roam campu ses looking for trou ble actu ally cu tting 
ciasses or are they taking so few cou rses that they 
can be av ailable for mass meetings at a moment'! 
notice? 
It seems to u s that dissent has become almost 
an obsession on campu s to the point that the pro- 
lessional dissenters often are hard pu t to come u p 
with a new reason to dissent, ev en in a peacefu l 
way . 
Colleges and u niv ersities were established to ed­ 
u cate people, not to prov ide a battlegrou nd to ac­ 
commodate the criminal tendencies of the few who 
hav e no intention any way of u sing an edu cation 
to earn an honest liv ing. 


The Collegiate Press 


For a really dismal v iew of life in these United 
States, tu rn to the collegiate press. 
Old Grads will find no who-has-pinned-whom gos­ 
sip colu mns, no space wasted on the infantile she­ 
nanigans of fraternities. All is now politics and 
ideology . 
The collegiate press, which seems to hav e been 
taken ov er by the radical left, is in the forefront 
of the battle against fascistic repressions, which it 
sees ev ery where it looks. Qu ite predictably , this 
has inspired crackdowns by those arch repressors, 
college administrations. 
In a story sy ndicated to college papers arou nd 
the cou ntry , the College Press Serv ice reports that 
5 '‘ov ert acts of censorship” against stu dent paoers 
and the shu tdowns of two campu s radio stations 
hav e occu rred since the start of the cu rrent school 
y ear. 


ADMINISTRATIVE ACTIONS inclu de the firing 
of editors, ev ictions and lockpu ts from offices, freez­ 
ing of fu nds, su ppression of copy and ou tright pro­ 
hibition to pu blish. 
For ex ample, the papers at two black schools, 
Dillard Univ ersity and Norfolk State, were shu t 
down this semester, the former when the editor 
refu sed to su bmit copy to a facu lty adv iser for pre­ 
pu blication approv al. 
At Niagara Univ ersity , a Catholic institu tion, the 
•‘index ” was threatened wi'h shu tdown for ru nning 
an ad for abortion referral and a 
“ Wanted for 
Genocide” poster of President Nix on. 
The managing editor of the “Arrow” at the Uni­ 
v ersity of Sou thern California was fired when she 
refu sed to change an editorial objected to by the 
paper s adv iser. 
Last y ear the “Argu s” at the Univ ersity of Mary ­ 
land was censored when it attempted to ru ifa photo 
of a bu rning American flag and this term it be­ 
came a center of controv ersy again when the edi­ 


tors annou nced a pornagraphy -writing contest. 
Closer a t hand, the Kent Stater, stu dent pu blica­ 
tion a t Kent State Univ ersity , is ty pical of the ideol­ 
ogical ferv or that has obsessed the collegiate press. 
The Kent Stater, at times, has demonstrated a 
high degree of irresponaibility in the absence of any 
meaningfu l facu lty su perv ision. It has ev en ex ceed­ 
ed the bou nds of good taste and is more of a hind­ 
rance than a help to the administration. 
No one cou ld claim it is u x ier any censorship re- 
itrictioni. 


The nu mber of these incidents, say s CPS “does 
not take into accou nt the ‘su btle’ forms of intimi­ 
dation or actu al copy blackou t which do not get re­ 
ported.” Forty per cent of stu dent editors respond­ 
ing to a qu estionnaire from CPS stated they had 
ex perienced a o me form of censorship or harass­ 
ment. 
“And one thing seems pretty su re,” conclu des 
the story , “—it’* going to get worse.” 
That things are going to get worse is, of cou rse, 
a basic tenet of the rev olu tionary faith. It wou ld 
be u seless to try to tell college editors that they 
are enjoy ing freedoms their predecessors nev er 
ev en conceiv ed of. 


IT WOULD BE USELESS to point ou t that there 
ir a world of difference between censorship by a 
gov ernment official and censorship by the owners 
of sponsors of a particu lar pu blication. 
It wou ld be u seless to try to ex plain that those 
who pay tax es or contribu te fu nds to su pport a 
school hav e a right to object when what they son- 
sider good taste or morality is v iolated—with their 
money . 


What they mean by freedom of the press is free­ 
dom for them to print what they think shou ld be 
, printed. They don’t necessarily believ e in freedom 
of the press for any body else. 


Up the Gross National Product 


Bv ART BUCHWALD 
WASHINGTON - In order for 
President Nix on's new econom­ 
ic game plan to work, the Unit­ 
ed States mu st increase its 
gross national produ ct by 9 per 
cent to $1,065 billion (the italics 
are mine). That is to say , this 
cou ntry 
mu st 
produ ce 
that 
amou nt of goods and serv ices in 
1971 whether it needs to or not. 
N ow 
it 
isn’t 
enou gh 
to 
ju st pro­ 
du ce t h a t 
amou nt 
of 
g ood s 
and 
s e r v i c e s . 
Someone has 
to bu y them. 
Unless 
Mr. 
John Q. Con- 
s u m e r 
be­ 
comes a big spender, all Mr. 
Nix on’s economic hopes for the 
cou ntry will go down the drain. 
It is for this reason that the 
President ha s set up a Commis­ 
sio n o n Wild Spending to see 
tha t ev ery American does his 
sha re to meet the $1 ,065 billio n 
GNP goal. (The ita lics a re y ou rs 
if y o u wish). 
The pla n is to swea r in sev ­ 
era l hundred tho usa nd federa l 
ma rsha ls to g o a ro und the co un­ 
try a nd persua de peo ple to 
spend mo re mo ney tha n they ’v e 
ev er spent befo re. 
This is ho w it wo uld wo rk: 


Art Ba rk wild 


“Mr. and Mrs. Moore, my 
name is Coleman and I’m from 
the UGNP.” 
“ UGNP?” 
“Yes, it stands for ‘u p the 
gross 
national produ ct.’ 
Ou r 
U.S. Army civ ilian files on y ou 
indicate that y ou hav en’t bou ght 
a new car this y ear.” 


“ OH. THAT’S EASY to ex ­ 
plain. We hav e a car already 
and it’s in good condition.” 
“Mr. Moore, we don’t care 
what condition y ou r car is in. 
When y ou don’t bu y a car, 
y ou ’re stabbing the President’* 
economic blu eprint in the back.” 
“ We are?” 
“ Yes, y ou are. Do y ou con­ 
sider y ou rselv es loy al patriotic 
Americans?” 
“Of cou rse.” 
“ Then why hav en’t y ou bou ght 
any fu rnitu re lately ? Or jewelry 
or lu ggage or color telev ision 
sets or snowmobiles or dish­ 
washers or hot pants?” 
“Well, y ou see, Mr. Coleman, 
we’re getting o n in y ears and 
we try to put a wa y a 
little 
money in the sav ings bank each 
week. . . ” 
“ Sa v ing s ba nk? 
I thou ght so. 
America is on the brink o f fi­ 
na ncia l disa ster a nd 
y ou ’re pu t­ 
ting y ou r mo ney in the sav ings 
ba nk. 
“ Suppo se ev ery o ne 
squ irreled 
his mo ney a wa y in sa v ing s a c­ 


cou nts. What kind of 
a free- 
spending cou ntry wou ld we hav e 
then?” 
“You ’re shou ting, Mr. Cole­ 
man.” 
“ Or COURSE. I’M shou ting. 
For ev ery dollar y ou don’t 
throw away in 197 1, there’s a 
Ru ssian lau ghing in the Krem­ 
lin.” 
“Bu t we hav e ev ery thing we 
need.” 
“Don’t ev er say that, Mrs. 
Moore. Don’t ev er, ev er say 
that. How many times hav e y ou 
seen ‘Lov e Story ’?” 
“Once.” 
“Well, if we’re going to make 
ou r goal, ev ery one will hav e to 
see it three times. How many 
v acations hav e y ou taken this 
y ear?” 
“One. You see, we don’t hav e 
m u ch. . . ” 
“No ex cu ses. Do y ou realize 
becau se y ou ’v e only taken one 
v acation the Boeing Aircraft Co. 
is going broke?” 
“Please, Mr. Coleman, y ou ’re 
making u s feel so bad. What 
can we do?” 
“Go down to the sav ings ba nk 
tomorrow morning, 
withdraw 
ev ery thing and spend, spend, 
spend. Eat, drink and consu me 
or tomorrow the GNP will die.” 
“All right, if y o u sa y so .” 
•Thank y ou , Mr. a nd Mr» . 
Moore. President Nix o n will be 
v ery reliev ed.” 


Bv JAMES J. KILPATRICK 
SAN JOSE, CALIF. - Gov . 
Ronald Reagan 
u nv eiled his 
$6.7 billion bu dget on Tu esday 
of last week, and by Wednesday 
morning, when I happened to 
hit town, y ou cou ld see the haze 
from a hu ndred miles ou t. It 
wasn’t smog. It was political 
gu nsmoke. The welfare war has 
been joined ou t here, and my 
gu ess is that Reagan will win it. 
He won’t get ev ery thing he 
has asked for. 
Both 
hou ses 
of his legisla­ 
tu re are con- 
t r o 1 led 
by 
hostile Demo­ 
crats. College 
p r e s idents, 
school su per- 
i n t e n dents 
and 
cou nty 
s u p erv isors 
j. ' 
will be gu n- 
Kilpa trick 
ning for him. The 1.6 million 


Californians on welfare pack a 
powerfu l political clou t. By Ju ly , 
when final figu res are fix ed at 
Sacramento, some compromises 
will be made. 
Yet Reagan is on the right 
cou rse. Unless I am wholly mis­ 
taken, he has sensed a rising 
wind of tax pay er rebellion. Mr. 
Nix on, by contrast, has missed 
it. The President, to be su re, 
rightly has described the pres­ 
ent mess of pu blic welfare pro­ 
grams as “ a consu ming ou t­ 
rage,” bu t three weeks on the 
road persu ade me that Mr. Nix ­ 
on, a man insu lated from the 
storm, has no realistic idea of 
the hu rricane that is brewing. 
California’s crisis is altogether 
ty pical. Ten y ears ago, 
the 
state’s bu dget was $2.6 billion. 
Now it is $6.7 billion, and the 
great bu lk of that stu nning in­ 
crease has resu lted from swell­ 
ing appropriations for pu blic 
welfare, medical aid to the in­ 


digent, and prodigiou s ou tlay s 
for edu cation at ev ery lev el. The 
state has some of the highest 
property tax es in the nation 
(one of Reagan’s “mu st” pro­ 
grams demands thorou gh-going 
tax reform) and the time has 
come when something has to 
giv e. 


REAGAN’S 
ASTOUNDING 
proposal — astou nding in this 
day and age—is simply : Hold 
the line. Facu lty members in 
the Univ ersity of California sy s­ 
tem are aghast. Under the Rea­ 
gan bu dget, they wou ld be ex ­ 
pected to teach nine hou rs a 
week, on the av erage, instead 
of eight; their stu dent - teacher 
ratio wou ld soar from 16.48 to 
17 .42; and they wou ld get no 
general raise in pay —only mer­ 
it increases. New campu s con­ 
stru ction wou ld hav e to come 
ou t of new stu dent fees. 
Reagan’s proposals in pu blic 


'Another Bag of Rocks! Oh, How Can 


We Ever Thank You?!' 


Little Gangy Gets Tougher 


By VICTOR RIESEL 
SAN FRANCISCO - As y ou 
roll by the clangorou s, bu rgeon­ 
ing air cargo terminal here 
y ou realize why this airport is 
the western end of the aerial 
empire of which “Little Gangy ” 
dreams. It’s one of the gate­ 
way s to the Orient, the Pacific 
end of the airborne ax is reach­ 
ing all the 
way from New 
York’s JFK International Air­ 
port on the Atlantic. 
There’s more gold here than 
there 
ev er 
was 
at Su t­ 
ter's Mill or 
PI a cerv ille. 
So it’s West­ 
ward Ho for 
Little 
Gan­ 
gy , 
other­ 
wise 
knownj 
as 
Du ff, 
or 
Harry 
Da- 
Vidoff — the 
nrrnci 
enraged ex -conv ict who ru ns 
two Teamsters locals right close 
by the Kennedy airport — who 
threatened to kill a Life maga­ 
zine photographer not so long 
ago. 
“I can hav e y ou killed,” shou t­ 
ed the ex -conv ict at lensman 
Art Shay . This Dav idoff, who 
has dealt in bou ncing u nion 
charters for some decades now, 
is a cocky fellow. He has con­ 
nections. Life with some of the 
Lu chese u n i t 
of 
organized 
crime, once known as the Ma­ 
fia. 
Seems like Artie Shay , like 
any gu t newsman, was photo­ 
graphing Dav idoff’s fespectable 
su bu rban home in a posh Long 
Island commu nity and Little 
Gangy reportedly resented this 
intru sion of priv acy . Dav idoff 
alway s resents intru sions —su ch 
as the foray s of at least eight 
or ten federal and local inv esti­ 
gatory 
agencies 
whose 
men 
want to know ju st why $65 mil­ 
lion in mail was stolen from 
JFK between 1967 and 1969. Or 
why millions are looted from 
the freight terminal there. 
Or 
why Little Gangy , whose Team­ 
sters Local 295 has ju risdiction 
ov er the air freight operations 
at the gateway to the Atlantic, 
is a bu ddy of the acid ex tor­ 
tioner Johnny “Dio” Diogu ardi. 
Priv acy is priv acy , ev en if he 
has a record of bu rglary , rob­ 
bery and attempted ex tortion. 
These don’t cou nt in the psy che 
of men su ch as Dav idoff. The 
world is theirs, they reckon, 
and inv estigating newsmen, the 
FBI, the Internal Rev enu e Serv . 
ice, the Chief Postal Inspector, 
the D.A.s and the U.S. Attorn­ 
ey » ju st get in their wa y . 


BUT IN THIS MOON age, the 
world isn’t theirs. Thou gh it 
looks mighty like it in the air 
freight bu siness as they scan it 
from the new freight cargo de­ 
pots springing u p all the way 
from London to San Francisco. 
By 1980. this air freight bu si­ 
ness will be an annu al $50 bil­ 
lion growth indu stry . 
And the national Teamsters 
Brotherhood's Airline Div ision 
has lau nched a na tio na l driv e 
to u nionise it. All the affiliated 
locals sent delegates — inclu d­ 
ing Local 295 — to a Miami 
lau nch pad session last Decem­ 
ber. Acting President Fra nk 


Fitzsimmons was gu ng-ho on 
this Westward Ho thing. 
“Teamsters already play an 
important role in this indu stry ,” 
declaimed the nex t president of 
the Teamsters. “Bu t to fu lfill 
its natu ral position of being the 
dominant trade u nion in trans­ 
portation we mu st accelerate 
ou r organizing activ ities in the 
^rea .” 
He talked intensely and sin­ 
cerely enou gh of the y ou ng men 
and women coming into the 
field. They are definitely aware, 
said he, of the v alu es they seek 
to establish in collectiv e bar­ 
gaining. And they want “intel­ 
ligent answers to their qu es­ 
tions.” 
Well, there are some qu es­ 
tions. Why is Little Gangy so 
cocky ? Why , thou gh the New 
York Commission of Inv estiga­ 
tion ex posed him three y ears 
ago and dispatched the tran­ 
script of their hearing to the 
Teamsters’ Brotherhood head­ 
qu arters, has Dav idoff been per­ 
mitted to retain power ov er the 
v ast Kennedy airport freight 
complex ? 
Why was Dav idoff awarded, 
instead, a second Teamsters Lo­ 
cal, 851, u sing the same head­ 
qu arters and phone nu mbers 
as the notoriou s 
Local 
295? 
W'hat abou t some of the con­ 
fidential memos on Dav idoffs 
activ ities? What abou t his con­ 
nections with Johnny Dio. now 
doing time (another fiv e y ears) 
and u ndgr indictment for al­ 
leged attempted looting of Wall 
Street inv estors? 
Is the word coming from Jim­ 
my Hoffa’s Lewisbu rg 
prison 
cell? Didn’t Hoffa approv e Da­ 
v idoff’s power originally ? Didn’t 
Hoffa offer Johnny Dio, y ears 
ago, any job he wished in the 
Teamsters? 


SHOULD 
SUCH 
A 
mu scle 
man as Dav idoff, who stru ck 
the Life photographer, tried to 
destroy his camera, and hit 


him in the face with it, be the 
one whose local u nion so mu ch 
of the Teamsters’ national u n­ 
ionizing effort will be based on 
in this field? Shou ld he hav e 
any part of u nionizing the “gi­ 
ant warehou ses in the sky ?” 
By controlling the labor force 
which controls the mov ement of 
cargo in and ou t of Kennedy , 
doesn’t he control the lifeblood 
of fu tu re megalopolises as Chi­ 
cago, San Francisco, Los An­ 
geles and other big cities? 
Isn’t it tru e that Mr. Fitz­ 
simmons himself tried to du mp 
Little Gangy ? What power 
is 
there which prev ented it? Is it 
the same power with which Bu s­ 
ter threatened the Life photog- 
raoher? 
Shou ld this man allied with 
su ch power hav e ju risdiction 
ov er an indu stry whicn has 
grown from 180 million annu al 
ton miles in 1950 to 4.7 billion 
ton miles in 1969? In 1966 there 
were only 55 all-cargo aircraft. 
Today there are far more than 
312 freight planes. And what 
planes they are. The Boeing 7 47 
can fly 110 tons of cargo 625 
miles an hou r. Soon containers 
will permit the loading of 40,000 
pou nds of cargo in 8 minu tes. 
Soon there will be the Lockheed 
L-500 which, if completed, will 
carry 150 tons in one flight. 
Soon McDonnell-Dou glas will de­ 
v elop the C-6, twice the Boeing 
7 47 size, capable of carry ing 
200 tons, or the equ iv alent of 
160 fu lly loaded tractor trailers 
at 600 miles per hou r. 
So Mr. Fitzsimmons say s to 
his brethren, let’s go all ou t in 
this new u nionization campaign. 
And he » ay s the y ou ng fellows 
want answers. Well, so do a lot 
of newsmen, one of whose col­ 
leagu es was slu gged by Dav id­ 
off. 
Yep, let’s ha v e so me a nswer» # 
Whose wo rld is it any way ? 


Berry’s World 


welfare go farther. By imposing 
strict eligibility standards, and 
by redu cing some of the lu x u ri­ 
ou s “free” benefits u nder the 
Medi-Cal program, he wou ld 
force an actu al redu ction in wel­ 
fare spending. Verne Orr, Cali­ 
fornia’s finance director, ob­ 
serv es that the state’s tax pay ers 
now are prov iding lev els of med­ 
ical care for the indigent which 
they cannot possibly afford to 
prov ide for themselv es. What 
sense, he asks, does that make? 
His rhetorical qu estion is likely 
to draw a rou sing “amen” from 
the v oters. 
The same antagonism is grow­ 
ing ev ery where. In New York 
City , one ou t of sev en residents 
is on welfare. Pennsy lv ania's 
Gov . 
Shapp sees bankru ptcy 
ahead for his state; 
in three 
y ears, his welfare rolls hav e 
dou bled. Chicago and Newark 
are desperate. One y ear ago, 
the nu mber on welfare was es­ 
timated nationally at 10.4 mil­ 
lion persons. Now the figu re is 
somewhere between 12.2 and 
13.5 million. Annu al costs ex ­ 
ceed $14 billion. 


AND AT THIS ju nctu re. Mr. 
Nix on is proposing a v ast new 
Family Assistance Plan that 
wou ld add 10 to 15 million per­ 
sons to the rolls at an added 
cost of at least $5 billion the 
first y ear. Mr. Reagan, mean­ 
while, is proposing cu tbacks in­ 
stead. Who is the wiser politi­ 
cian? 
Demographic 
changes 
will 
play a part in the coming bat­ 
tle. Between 1970 and 1980, one- 
third of the projected popu lation 
increase will be in the 25-34 age 
grou p. These will be y ou ng men 
and women ju st getting estab­ 
lished in the labor force. Ev en 
now they see their pay checks 
bobtailed by mou nting social se­ 
cu rity tax es, while social secu r­ 
ity benefits seem many y ears 
away . They sit down to dinner 
and see inflation impelling them 
toward cold cu ts, tu na-fish salad 
and leftov er spaghetti. They are 
generou s in their instincts — 
Americans alway s are — and 
they will take care of the tru ly 
needy . Bu t generosity has its 
limits; and those limits are close 
at hand. 
Reagan is talking the lan­ 
gu age of America’s produ ctiv e 
people—those who labor, pay 
tax es, meet their bills, do with­ 
ou t, stru ggle for the good life. 
And so long as the cou ntry nu m­ 
bers more produ ctiv e than non­ 
produ ctiv e people, his au sterity 
appeal will keep him politically 
on the side of the angels. 


History 


ONE YEAR AGO - After 
more than two y ears of plan­ 
ning and consideration of sites 
in oilier areas, the Crane Co. u n­ 
v eiled plans Friday to constru ct 
a modern $6 million pu mp man­ 
u factu ring plant for its Deming 
Div ision on a 40-acre tract in 
the northwest area that recent­ 
ly was annex ed to the city . 


TEN YEARS AGO - Walter 
F.Deming, 
president 
of 
the 
Deming 
Co., y esterday 
was 
elected president of the board of 
tru stees of the Salem Pu blic Li­ 
brary to su cceed the late Atty . 
Charles McCorkhill. 


25 YEARS AGO - 
M a r k 
Klingensmith, Colu mbiana bank­ 
er, was elected president of the 
Colu mbiana Cou nty Motor Clu b 
at the annu al meeting of the di­ 
rectors last night in East Liv er­ 
pool. 


"I fe lt nferstand. li 
mm My Ul» hW. why » toy ben? ’9 


So They Soy 


To get fu nds the state mu st 
tu rn increasingly to v olu ntary 
» y stem of tax ation and that’s 
all this is. Why let all that mon­ 
ey go to Las Vegas, Pu erto Rico 
and the Bahamas? 
— New York State Sen. Jo­ 
seph Zaretski, 
recommending 
the legalization of gambling ca­ 
sino » . 


Thoughts 


Many seek the fav or of a gen­ 
erou s man, and ev ery one is a 
friend to a man who giv es gifts. 
—Prov ergs 19:6. 
I joked abou t ev ery prominent 
man in my lifetime, bu t I nev er 
met one I didn’t like.—Will Rog­ 
er» , American hu morist. 
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Betty Waiwaiole Expert Housekeeper 


By MARGARET SMITH 
Althou gh the name Waiwaiole 
b rings to mind the trop ical is­ 
lands of Hawaii, it has b ecome 
eq u ally at home in Salem’s all- 
weather temp eratu res. 
Betty Waiwaiole, who acq u ir­ 
ed it throu gh marriage, has 
made it familiar in the area of 
hosp itals as the ex ecu tiv e hou se­ 
keep er of b oth the East and 
West u nits of Commu nity Hos­ 
p ital the p ast 14 y ears. 
Her 
hu sb and, 
Francis, or 
“Sonny ,” a nativ e of Hawaii 
with half-Irish lineage, is a well- 
known p ainting contractor and 
decorator. 
The two came to Salem u nder 
somewhat u niq u e circu mstanc­ 
es. Betty 
mov ed here from 
Clev eland in 1936 when her fa­ 
ther came to work for the Bliss 
Co., and worked for Chris Pa- 
p arodis keep ing b ooks and wait­ 
ing tab les at the Silv er Bar in 
the old Metzgar Hotel. In 1939, 
a Hawaiian comb o called “The 
Beachcomb ers” was b ooked as 
an attraction and a memb er of 
the grou p , Sonny Waiwaiole, 
who p lay ed gu itar and sang, 
met Betty and married her one 
week later. 
“It mu st hav e b een right,” 
she lau ghs now, “b ecau se we’ll 
soon celeb rate ou r anniv ersary 
of 32 good y ears together.” 


THE PAIR STAYED in show 
b u siness and trav eled u ntil thjfir 
son, Lani, was 2 Vz y ears old s8 d 
they felt he needed a p ermandfct 
home. They had liv ed here and 
in the Islands, b u t somehow 
kep t coming b ack to Salem and I 
finally “settled in” ab ou t 20 
y ears ago. 
Betty worked 
with George 
Bowman and Son, glassware 
wholesalers, for nine y ears u ntil 
the firm was sold, then decided 
to retire. As so often hap p ens, 
she was talked into taking the 
hosp ital hou sekeep ing job tem­ 
p orarily and, not knowing a 
thing ab ou t the workings of a 
hosp ital, felt su re she wou ldn’t 
b e there long. Her only hou se­ 
keep ing ex p erience had b een at 
home, b u t she was told she was 
b eing hired for ex ecu tiv e ab ility 
more than any thing else. 
It all worked for the good, 
and Betty fou nd herself learning 
and b ecoming fascinated with 
the challenge. Fo r some y ears 


BETTY WAIWAIOLE 


her du ties inclu ded not only the 
cleaning and lau ndries, b u t all 
the maintenance as well, and 
she fou nd she also had to “b one 
u p ” on su ch things as p lu mb ing 
rep air. 
“You hav e to find q u ickly the 
p eop le y ou can rely on to do the 
job right,” she say s, “b ecau se 
there’s no fooling arou nd in a 
hosp ital.” 


WITH THE GROWTH OF the 
two u nits, the dep artments were 
sep arated. Betty , who now di­ 
v ides her time b etween East and 
West u nits, directs lau ndry serv ­ 
ice for b oth and 
su p erv ises 
cleaning for b oth b u ildings as 
well as the Hannah Mu llins 


SALEM STORE ONLY 


Monday 9: 30 a.m. to 9 p.m. 


Dra stic Reductio ns On All Rema ining 


Winter Fa shio ns. 


ONE RACK 
2 2 
DRESSES 
3 22 - 6 


Junio rs, Misses, Ha lf-Sizes — Were to $4 0. 


Tremendo us Reductio ns On All Rema ining Dresses, 


Including Knits, Dressy a nd Ca sua l Sty les. 


10 C O A TS 
r »?o$2 2 
14 C O A TS 
r r $33 


Fina l Reductio ns On All Other Winter Co a ts a nd Ca r Co a ts. 


4 Only - M axi Raincoats $15 
Were $40 
42 2 


Gro ups o f SWEATERS. 


SKIRTS. PANTS. SHIRTS. 


TOPS. VESTS, Etc. 


W ere to «20 


1 2 2 


Gro up o f TOPS. SKIRTS. 


GLOVES. BRAS. Etc. 


(No Cha rg es o r La y a wa y s O* 


$1.22 Items) 


O T H E R GR O U PS O F S W EA TER S , 


SKIRTS, P A N T S , B LOUSES, H A N D B A G S 
Vi OFF 


ou sly ov er the y ears is now b e­ 
ing offered in colleges, and de­ 
grees in ex ecu tiv e hou sekeep ing 
will b e req u ired b eginning in 
1972,” she ex p lains. 
The b u sy ex ecu tiv e still at­ 
tends in-serv ice p rograms to 
keep u p -dated on su p erv isory 
p rocedu res, and is a memb er 
and p resently v ice-p resident of 
the hou sekeep ing section of the 
Ohio jjo sp ital Association. 


IT’S NOT ALL WORK and no 
p lay for the talented lady , how­ 
ev er. She was engrossed sev ­ 
eral y ears ago working with 
ceramics, which she fired in a 
kiln in her home. Among other 
things, she designed and made 
a set of Hawaiian dishes for her 
son’s wedding rehearsal dinner, 
giv en in the form of a lu au . 
She still enjoy s the hob b y , 


p articu larly ex p erimenting with 
stains and p aints, b u t since a 
knitting machine came into her 
life fiv e y ears ago, it has b e­ 
come her first-ranked interest. 
She’d longed for a “knitter” 
for y ears and finally ordered one 
she fou nd in a catalogu e. Nex t 
p rob lem was learning to u se the 
machine, b u t the hou rs sp ent 
hav e p aid off well. She makes 
lov ely knit-wear and has ev en 
wov en cloth ou t of which she 
cu ts su its and slacks. 
Betty and a 
sister, 
Mrs. 
James Weav er, and her mother, 
Mrs. Ev erett Dean, ru n a b ou ­ 
tiq u e shop , “Gifts Uniq u e,” in 
Damascu s, featu ring handmade 
items. 
Another lov e in her life is 
trav el. She and her hu sb and 


hav e made sev eral trip s wkh 
their son and his wife b ack to 
Hawaii to v isit family there. 
Also, when Lani was stationed 
in Lib y a ab ou t six y ears ago 
du ring some of his fou r y ears 
with the Air Force, she made an 
u nforgettab le month-long trip to 
Eu rop e and Africa and v isited 
him. This y ear, she and Sonny 
hop e to v acation in Nassau . 
“We lov e Hawaii, and ou r 
home is all done in Hawaiian 
decor ex cep t,” lau ghs Betty , 
“my b edroom, which is Early 
American. Don’t ask why . I ju st 
liked it.” 
By p lanning lu au s for others 
and help ing cater sp ecial p ar­ 
ties in the area, the Waiwaioles 
hav e b rou ght a little b it of the 
Islands to Salem ov er the y ears. 
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Go v ernment Offices 
To Be Clo sed Mo nda y 
LISBON — All federal, state 
and cou nty offices in Lisb on will > 
b e closed Monday in ob serv ance 
of Presidents Day , the new holi­ 
day to b e ob serv ed annu ally on 
the third Monday in Feb ru ary .; 
Acting • Postmaster Kenneth 
Williams said there will b e an 
ev ening disp atch Monday and 
sp ecial deliv ery mail will b e 
deliv ered on the holiday . 
Also ob serv ing the holiday will 
b e Firestone Bank, the Lisb on; 
Branch of Farmers National 
Bank of Salem, the City Loan 
Co. and Peop les Sav ings & Loan 
Co. 
Schools will b e in session. 


SHOP 
Your Friendly 
°isc0i 


S- L u n d y A v e . 


S a l e m 
DEANS 


Authorized Keepsake Jewelers, 
Salem's Leading Diamond Store! 


SHOP DEAN'S JEWELERS MONDAY 
9 A.M . to 9 P.M . FOR THESE TERRIFIC "BUYS 


READ «EVERY ITEM !...DON'T MISS ONE! 
Be Early!...First Come!...First Served! 


/ / 


: 
A A* 
•. 


CHOPPED 
2 0 * to 5 0 * 


W 
E ' V E C 
H 
O 
P P E D 
P R I C E S D 
E E P 
E R 
T H 
A N 
E V 
E R 
! 


☆ 
☆ 
☆ 
☆ 
☆ 
☆ 
☆ 
☆ 
☆ 
☆ 
☆ 
WASHINGTON'S BIRTHDAY SALE! 
FANTASTIC SAVINGS EVERYW HERE YOU LOOK 


☆ 


School of Practical Nu rsing and 
all hou se directors p rop erties. 
There are 60 emp loy es in her! 
dep artment at p resent. She is 
resp onsib le for all linens and 
has set u p a sy stem of hou se-j 
keep ing whereb y all areas are! 
cleaned daily , with “floaters” 
who do the monthly job s su chj 
as windows, walls and drap es. 
Mrs. Waiwaiole has b een a| 
memb er of the National Ex ecu ­ 
tiv e Hou sekeep ing Association | 
since 1963 and is p resident of the j 
Bu ckey e-Key stone area. She hasj 
b een certified in her work after j 
taking 177 hou rs training in in­ 
stitu tes and workshop s throu gh-; 
ou t the state. 
“The training I got so lab ori-1 


That's Right! 40% to 50% Off! And Even More on Some Items! 


CASH, CHARGE OR CONVENIENT CREDIT TERMS IF DESIRED! 


SAVE 
O N 
W ATCH ES 


S O O U P 
O F 
L A D I E S ' A N D M E N S 
I I - J E W E L 
SPORT ond DRESS 
WATCHES 
M2 
7 6 


GROUP of LADIES'ond MEN'S 
WATCHES 
Out They Go! 
With Expansion Bands! 
*6 
76 


G R OU P O F 
L A D I E S ' and M E N ' S F A M O U S M A K E W A T C H E S 


Values to $59.50 
Values to $100.00 


n o w to * 3 7 . 7 6 
now to * 7 6 . 7 6 


SAVE 
O N 
CLOCKS 


Only 8 to Selli 


Ingraham Electric 


ALARM CLOCKS 


Reg. 


$3.88 *2 2 2 


Only 12 to Sell! 


Ingraham 40-hour 
KEY WIND 


ALARM CLOCKS 


Reg. 
2.69 
2 2 


M ONDAY ONLY AT DEAN S JEWELERS 
10% to 30% OFF ON CLOCKS 


Key Wi nd. Electric end Cordless Decorative Clocks 
.. . 


Man tl e C l o c k s . . . C u c k o o C l o c k s . . Boudoir C l o c k s . . . K i t c h e n Cl ocks 


L O O K AT 
. 
T H E S E f % 
B A R G A I N S ! 


??SURPRISE ?? 
PACKAGES! 
VALUES to $25.00 


YOUR "LU C K Y ” 


GROUP OF LADIES' DIAMOND RING 
AND MATCHING WEDDING RING 
B R I D A L S E T S 
S 4 T 7 6 
Values to $57.00 . . . 
A I 


SPECIAL GROUP OF LADIES' 
D I A M O N D B R I D A L S E T S 
CHOICE of 14K YELLOW or WHITE GOLD 


VALUES TO 79.00 * 4 
7 ” 


GROUP OF MEN'S DIAMOND RINGS 


YAIUES to $75.00............. NOW ‘ 
3 7 . 7 * 
VALUES to $125.00...............NOW * 7 * . 7 * 
VALUES to $200.00................NOW M 2 0 .0 0 


GROUP of LADIES' 14XGOLD Rig. 27.95 
DIAMOND PIERCED EARRINGS 
to 79.00 
14” to !4 7 ” 


CHOICE! 
9 6 
* 


Who k n o w s w ha t you may 


get! Giftware . . L a d i e s ’ and 


M e n s r i n g s . . . w a t c h e s . . . 


b i l l f o l d s . . . l a d i e s ’ di amo nd 


ring 
.pendants and m an y 


more 


EXTRA TRADE-IN ALLOWANCES NOW AT DEAN'S ON YOUR 
OLD DIAMONDS, RINGS, PENDANTS, EARRINGS, ETC. 


GROUP OF STONE SET RINGS 
Birthstones.. Onyx. .Pearl., eft. 
Values to 12.95 NOW * 7 . 7 6 


GROUP of MEN'S and BOYS' STERLING 


RINGS Reg. $6.95 Values . . . * 2 . 7 6 


SA V E v O N 
R A D IO S 


ONLY 2 TO SELL! SOLID STATE 
RADIO OUTFITS 


with EARPHONE £ * » 7 6 


in 1 SET--ROGERS by ONEIDA 


& BATTERIES 
$2 


2 ONLY to SELL! . . PHILC0- 
F0RD AM TABLE MODEL RADIO 
REG. 14.88 . . . * 7 . 2 2 


3-0NLY to SELL! PHILC0-F0RD AM-FM 
TABLE RADIO REG. 25.88 . . . *13 .76 


4 -0NLY to SELL! BATTERY OPERATED 


CUDDLY DOG RADIO REG. 9.99 . . . * 4 . 7 6 


EXTRA DISCOUNT SAVINGS ON TV SETS 
STEREO^ .. RECORD PLAYERS .. ETC. 


O N LY 25 TO SELL! DELUXE 5 PC. 
LARGE SIZE SCREWDRIVER SET . . . 96 ‘ 


50 P(. Stainless 
Service for 8 
3 pc. Carving Set 
5-pc. Cutlery Set 
8-pc. Steak Knife Set 


Last Price $16.88 


MONDAY ONLY 
*1276 


ONLY IS to SELL! SET of 3 CHROME 
FLASHLIGHTS . . . While They lost 9 * ' 


ONLY 11 to SELLI METAL 
SMOKING STANDS Out They Gol 8 8 ‘ 


. 
A ) 14 PC. TRAVEL ENSEMBLE 


S A V E O N SILV ER PLA TE 


O N LY I to SELL! 4 Pi. SILVER PLATED 
TEA SERVING SET 
S I 0 7 * 
REGULAR 28.88 NOW! 


ONLY 2 to SELLI 24-Pc. 
SERVICE lor 6 STAINLESS TABLEWARE 
REG. 6.95 HURRY lor THESE . . . < 3 . 7 * 


53-Pc. SERVICE for 8 ■ DECORATED 
MELMAC (R) DINNERWARE 


Break and Stain l a s i s t a n t . D i s h w a s h e r S a t e , 


l a s t S ei i mg Prie« 
S I 9 95 
$10 2 2 
HURRY FOR THESE 
I A 


• 
ONLY 5 TO SELL! . . . 10-CUP 
ELECTRIC COFFEEMAKER 
LAST SELLING PRICE $8.88 
OUT THEY GO! . . . 
O 


ON LY 17 to SELLI 5-Pc. BAMBOO HANDLE 
STAINLESS STEEL CARVING SET . . . 96 


ONLY 15 to SELLI I3-Pc. "CUT CRYSTAL” 
PLASTIC PUNCH BOWL SET . . . 96 


ONLY 7 to SELL! SET of 3 DECORATED 
TV TRAYS REG. 4.99 . . . NOW * 2 .7 6 


ONLY 18 to SELL! Colorful Metal PEANUTS 
WASTE BASKETS-OUT THEY GO! . . . 96' 


I N C L U D E D 
■IB-PC.TRAVEL 


LAST SELLING PRICE $19.88 
CHOICE OF COLORS 


24" Pullman Case 


21" Weekend Case 


Large Train Case 


Shoe Tote Bag 


10-pc. Travel Kit 


A Reg. $29.95 Value 


NOW $ 1 6 7 ‘ 


Y O U N E V E R 
SAW S UCH 
V A L U E S ! 
¡ ^ » ’ “ COOKWARE 


DUPONT super Hard T EFISN 
>•«s 
t 
*; * u ic.imu . ». >:$ 
m:.i. •;:, $ 


I ncludes 5 qt. Dutch Oven and Covar. 10 
Chtcaan Fryer 


I and 2 qt 
Saucepan$ with c o v u s and El ect ri c C o t t a * M a i n 


REG. 29.95 LAST SELLING PRICE 19.88 


Peace Corps Jobs 
For COs Studied 


By MTKE SHANAHAN 
i recommendations. 
WASHINGTON (AP) — Re- 
Officials 
emphasize 
local 
quired to find jobs for increas- draft boards may veto any re- 
ing numbers of conscientious quest for Peace Corps, VISTA 
objectors, Selective Service is or Teacher Corps assig nments 
studying recommendations that as a substitute for military serv- 
some be considered automati- ice. 
cally for Peace Corps, Teacher 
There 
are 
some 
hurdles: 
Corps or VISTA assig nments. 
Young men with antiwar convic- 
The idea, along with others on tions would have to first qualify 
public-service 
jobs 
for 
COs. for a special CO status for alter- 
emerg ed from a Selective Serv- native civilian service. Others 
ice task force which met quietly willing to take Army jobs as 
with 
antiwar 
draft-counseling medics or other roncombattants 
org anizations before making its couldn’t apply. 
“ île 
Enzyme Soaps 
Beinn Dro pped 


Dipping Sales Force 


Producers' Action 


W A S H I N G T O N (AP) - 
Stain-eating enzvmes. which at 
one time held 75 per cent of the 
$12 
billion 
laundry 
products 
m arket, are quietly being re­ 
moved from some brands be 
cause of dipping sales. 
Lever Brothers has sfopped 
using enzymes in its only en­ 
zyme product, Drive. Procter & 
Gamble has dropped enzymes 
from two of its deterg ents and 
Colg ate Palmolive says it has 
been and will continue reducing 
the number of its enzyme prod­ 
ucts. 
“ Recent publicity has appar- dations 
entlv contributed to diminished 
Blacks said the Peace Corps 
consumer interest in the new substitute proposal would pro­ 
enzyme deterg ent products that vide a haven for colleg e-educat- 
were 
introduced 
two 
years ed middle-class youths, leaving 
ag o,” said a Lever Brothers black COs from the g hettos to 
spokesman. 
serve in menial “bedpan” jobs 
Scientists in the United States1 in the Army. Militant antiwar 
and 
Eng land discovered th at; COs urg ed abolition of any re- 
workers in the enzyme industry quired g overnment service. 
developed respiratory illness. 
------------------------- 
Government ag encies and the * i 
l 
p 
V p tp r nn« ;' 
deterg ent 
industry 
have 
re- J0 D S 
c 
ce.yed 
consumer 
complaints C a m p a i g n Is P us h e d 
that enzymes caused skin rash- 
r 
3 
es. But the industry says it has 
Mayor Dean Cranmer has re- 
never been able to confirm a ceived assurance from Byron 
j 
consumer allerg ic reaction due Griffith, manag er of the Bureau 
to enzymes. 
of Employment Services, of its 
For the last year the Federal cooperation and will contact of- 
Trade Commission has been in- ficials of veterans’ org anizations 


Nevertheless, the sug g estion 
is apparently under serious con­ 
sideration by an ag ency which 
n.ust find alternative service for 
6.000 young men who meet the 
civilian 
alternative 
qualifica­ 
tions. 
And 
recommendations 
s from 
Selective Service 
head­ 
quarters, officials say, usually 
exer t strong influence on local 
boards. 
As currently written, reg ula­ 
tions permit COs in civil status 
to work only in hospitals or oth­ 
er 
selected 
nonprofit 
social 
ag encies. 
They also must earn pay com­ 
parable 
to 
lowest 
m ilitary 
ranks, be assig ned beyond com­ 
muting 
distance 
from 
home, 
work where there are no quali-, 
fied non-CO applicants yet still 
be considered for their own tal­ 
ents. 
When the task force met with 
the draft counselors and con- 
scientious-objector g roups last | 
fall, there were some stormy 
objections to all its recommen- 


IIONEST MAN. Norman Budwit of Elm hurst, Chicag o, holds 
check of $18.000 that he received as an award for turning over 
two Brinks money bag s containing $183,000. Budwit found the 
bag s along a road and kept them for four days, unopened, won­ 
dering just what to do. Budwit, father of three who earns $3.50 
an hour,phoned Brinks office after it was reported the bag s 
had fallen from a Brinks armored car. 
OSU Officials Study 
Tighter Dorm Rules 


vestig ating enzyme safety. The 
American Academy of Allerg y 
recently declared deterg ent en­ 
zymes a “ potential dang er to 
public health.” 
Consumer 
advocate 
Ralph 
Nader has asked the FTC to ban 
enzymes in deterg ents. 
Enzymes are chemicals which 
break down certain stains in 


in establishing a local prog ram 
under the “Jobs for Veterans” 
prog ram launched by President 
Richard Nixon. 
The President said a concert­ 
ed nationwide effort is needed 
by g overnment, org anized labor 
and private employers to pro­ 
vide employment opportunities 
to make the most effective use 
clothing so the reg ular washing of the talents and skills acquir- 
process can remove them. 
ed in m ilitary service. 


COLUMBUS, 
Ohio 
(AP) 
- 
Ohio State University officiais 
are studying ways to tig hten 
supervision of dormitories after 
an investig ation revealed “some 
deg ree of truth” in charg es of 
illicit sex and drug use. 
“ It seems clear that we must 
improve 
org anizational 
struc­ 
ture and develop optimal ways 
of involving staff and student 
in residence hall g overance,’ i 
OSU President Novice G. Faw -: 
cett told newsmen Friday. 
Vice President Gordon B. Car­ 
son conducted the probe after 
a Cincinnati mother of an OSU 
coed complained that two hig h- 
rise dorms w'ere like “ Sodom 
and Gormorrah in the midst of: 
a brilliant university.” 
While a problem exists, Car-; 
son said he found conditions 
were not as bad as they were 
painted 
by 
t h e 
unidentified 
mother. “Dormitory conditions 
are no worse than they have 
been in the last 2,000 years,” 
he said. 
Carson said he conducted his 
investig ation by interviewing 300 


students, including the daug h­ 
ter of the Cincinnati woman, 
and visiting dormitories at all 
hours of the day. 
Fawcett said that as a result 
of the investig ation, 
the ad- 
miniSwra tio n is redefining the 
jo b it wants dormitory super­ 
v iso rs to do in overseeing stu­ 
dent a ctiv ities. 
He did not provide newsmen 
with copies of the investig ation 
report. 
“We do have serious prob­ 
lems,” Faw cett said. “ But I 
don’t think it will serve any use­ 
ful purpose to name names or 
to describe specific violations.” 
He said there are drug s on 
campus, and the university has 
a reg ulation prohibiting use on 
school property. But .here are 
no reg ulations g overning illicit 
sex activity, Faw cett added. 
Carson said his investig ation 
did not confirm any relationshio 
between the sex activities and 
OSU’s policy permitting male 
and female students to visit 
each other’s rooms at specific 
hours. 


Regular $3.79-Pro»ect-0-Matic 
AUTO ALARM _ _ _ _ _ _ _ now 
Regular 12.95 
FLIGHT BAGS_ _ _ _ _ _ _ now 
Regular $3.49 
SEAMLESS BASKETBALL. . N O W 
Regular 8 9< -Seamless Mesh-Sheer Knit 
f|(j 
STRETCH HOSE 
__ 
AIR MATTRESSES_ _ _ _ _ _ 


LAUNDRY 
BAGS 
4 . 
S L 
R e gu lar $5 .95 -3 Bottle Capacity 
C#I7Q 
HANKSCRAFT STERILIZER _ 
_ 3 
(4 O nly) 
( 4 7 0 
VERSA FILE_ _ _ _ _ _ _ _ _ _ _ 
1 
1 O nly-Regular $13.95 (Incomplete) 
t p f ln 
LADY SUNBEAM MANICURIST 
0 


J O « 


MO 


2 ONLY I 
West Bend 
SINGING 
TEAKETTLE 
325 
2-1/2 $ 
qt. 


N O W 


(2 O nly) 
FOOTBALLS_ _ _ _ _ _ _ 
1 O n ly-14 Curler 
CLAIROL HAIRSETTER 
N O W 
0 0 


Colors or White 
SUPPORT HOSE 
$099 
Regular 
$4.95 


Dominion (Harvest Oold) 4 to 10 Cup) 
t 4 f l 
AUTOMATIC CÜFFEEMAKER 
10 
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LEASE DRUG CO. 
Cor* B. 2nd and Broadway 
Salem/ Ohio 
Phone 337-8727 
s B« « e iCTg g g g g twirirtr« ririr4H 
s g g ssa sg g g 


$183,000 in Brink's Bags 


$3.50-an-Hour Clerk 
Finds, Returns Money 


rang ing in ag e from 7 to 14 on 
ho.v to spend the reward. 
Probably, he said, it would be 
for “family use and necessities 
—tlie necessary evils of living 
day to day.” 
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CHICAGO (AP) - Norman 
Budwit, a $3.50-an-hour clerk 
who returned $183,000 he found, 
says he considers himself an 
honest man “ within reasonable 
lim its.” 
Then he added: “Well, philos­ 
ophers down throug h the centu­ 
ries have been looking for an 
honest man and they haven’t 
been successful.” 
Budwit, 35, g ot a reward of 
$18,300 
after 
he 
returned 
to 
Brink’s, Inc., Friday the two 
sacks containing 
the $183,000, 
mostly in cash but with some 
checks. 
He had found 
them 
Monday. 
Budwit said at a news confer­ 
ence he had hesitated to return 
the windfall for fear other bag s 
mig ht be missing and he would 
be held accountable for them. 
Asked if he ever considered 
just keeping the money he re­ 
plied: 
. 
“ In that situation I suppose 
everything enters your mind but 
I never opened the seal.” 
Officials of the Brink’s Inc., 
fig ure Budwit picked up the 
money Monday within an hour of 
the time it fell out the back door 
of an arm ored truck in subur­ 
ban Elmhurst. A g uard felt a 
draft, turned to find a door of 
the vehicle wide open and no­ 
ticed the bag s were missing . 


Budwit said that while driving 
from 
his 
home 
in 
Downers 
Grove to his job on the nig ht 
shift at Shell Oil Co., in Des 
Plaines 
he 
found 
the 
bag s 
m arked “Brink’s” and threw 
them in the car “just to g et 
them out of the road.” 
He said he forg ot about them 
until 
Tuesday 
and 
then 
re­ 
frained from telling his wife, 
Kay, about them “ because it 
was just something else she 
would have to be concerned 
about.” 
Friday, when he saw news 
stories about the missing money 
he phoned Brink’s and told Se­ 
curity Director William Cole, “ I 
would like some clarification on 
the rew ard.” 
The news stories quoted com­ 
pany officials as saying it would 
be “liberal.” * 
Jones told newsmen that even 
thoug h company officials had 
mentioned the liberal reward 
they considered the chances of 
recovering the bag s were “3 to 1 
ag ainst.” 
After 
a 
brief 
conversation 
with Budwit they said recover-1 
ing the money would be worth 
j 
10 per cent to them and they; 
hastened to his home to pick up ! 
the bag s. 
Budwit said he would consult 
his 
wife 
and 
three 
children 


Elkton 


The P.T.A. meeting postponed 
because of inclement weather, 
will be held March 8. 
Jolly Eig ht Club 
met 
with 
Mrs. Sidney Scrog g s when prizes 
in “500” went to Mrs. Frank 
Sturg eon, Mrs. Ralph Moore and 
Mrs. Lloyd Neville. Mrs. Gladys 
Sullivan was a g uest. 
Next meeting will 
be 
with 
Mrs. John Strudthoff of Lisbon. 


Mrs. William Doll was hostess 
to the 500 Club. Prizes in “500” 
went to Mrs. Clyde Morris, Mrs. 
Durward Huff, and Mrs. Rich­ 
ard Neville, Mrs. Morris was a 
g uest. 
Tlie g roup will meet next with 
Mrs. Lloyd Neville of Columbi- 
ana-Elkton Rd. 
Half Century 
Club 
meeting 
was held at the home of Mrs. 
Sam Ronshak with Mrs. Georg e 
Eells, 
Mrs. 
Delmar 
Harrold, 
Mrs. Don Carmen and Mrs. Wil­ 
liam Stanley hig h “500” scores. 
Mrs. Eells and 
Mrs. 
Dean 
Smith were g uests. 


Special Service and Care 
We Offer . . . 
Draperies - Slip Covers 
Free Moth Proofing 


1 Hour Martinizing Service. 
Custom Cleaned and Finish 


Ç T Q D t 
7 :30 to 6:00 O’clock 
Monday, Tuesday 
Wed., Thurs., Sat. 
HOURS 
7 :30 to 8 :00 — Fridays 
on Groza 


DRY 
CLEANING 


576 E. State 
Phone 332-4105 


PRESIDENTS 
DAY 
SALE 


Shop Monday 9:30 'til 9 


Simmons Golden Value 
Mattress or Box Springs 


Your Choice 


Imag ine! Just $49 95 for a Genuine Simmons Mattress or box spring with the 
fea ­ 


tures that you want most! These Quilted models in firm density assure you 
o f rest­ 


ful comfort. Choose twin or full size at this low. low price! Also available in extra 


long twin set $109.95, Quen Set $149.95 or iKng Set $219.95. 


Made by the makers of famous Beauty Rest. 


Fo r Pro mpt Pho ne Order Serv ice Dia l 332-345 8. 


Bedding — Strouss’ Furniture Store, Lundy at Pershing 


Shop Mon. and Fri. 9:30 to 9:00, Other Days 'til 3:00. 


o ffi ci a / 


THE PAST Matrons of the 
Salem Chapter, Order of the 
Eastern Star, will meet Monday 
at 6:30 p.m. in the Masonic 
Temple. 


MRS. WILLIAM IREY of 10th 
St. was hostess to members of 
Quarter Club Wednesday night. 
Mrs. Harry Maenz presented 
a hostess gift to Mrs. Irey and 
prizes in “ 500” were awarded to 
Mrs. Ted Gagnon, Mrs. John 
Stein Jr. and Mrs. Harry Maenz. 


was in charge of the social com­ 
mittee. 
Mrs Gordon Shasteen of 1440 
Shady Lane will welcome the 
group March 11 at 8 p.m. 


MRS. DONALD CLARK was 
the presiding officer at the re­ 
cent meeting of the Hearth and 
Home Circle of the First United 
Methodist Church at the home 
of Mrs. Jan Shears at 1215 E. 
12th St. 
Mrs. Donald Whitehill read 
poem, 
“ At 
Day’s End” by John Hall. Mrs. 


Next meeting is March 10 at 
7:30 p.m. at home of Mrs. Don D 
, Fnd„ b 
Lemmon at 622 S. Madison A v e .|S k gave the history and pur- 
n n n iru to' c 
r j 
ipose of the Woman’s Society of 
w u f,™ „u • Sf T aLodg? Christian Service and the Wes- 
« n Î 7 , ’ , ï \ mSe‘ “ °" day at leyan Guild. 
8 p.m. at the Saxon Club. 
„ , 
. 
., 
... 
Refreshments were served by 


MRS. HARVEY WOODS ar- iMrs- Clark- 
ranged a program on “ Risks In! Next meeting is Feb. 24 at the 
Dealing with Children’s Reality” 
when Margery Mayer Group of 
the 
First 
United 
Methodist 
Church met at the home of Mrs. 
William Sheen Thursday. 
A group discussion followed 
her presentation. 
Mrs. Wilson Baughman pre­ 
sided during the business ses­ 
sion. Members were informed 
about the chicken pie project 
Wednesday and Thursday, the 
School of Missions the remain­ 
ing Sundays in February, and a 
“ Go See” tour scheduled March 
30. 
Twelve members were pres­ 
ent, and Mrs. Ronald Shively 


home of Mrs. Roger Ziegler at 
1915 Fairview Court. 


MRS. WILLIAM J. GRIM and 
Carl Fields were first place 
winners in the East - West play 
during Thursday evening’s meet­ 
ing of the Duplicate Bridge Club 
at the YWCA. Placing second 
were Mrs. Jed Lankitas and 
Paul Soyers. 
North - South winners were 
Mrs. George McCloskey 
and 
Mrs. John Hochadel, first, and 
Miss Helen Wyman and Mrs. 
Lozier Caplan, second. 
Next meeting is Thursday at 
7:30 p.m. 


Copper - Fryfogle Vows 


Are Heard In Sebring 


The Sebring Methodist Church I carnation corsage. For her son’s : 
was the setting for the Friday I wedding, Mrs. Fryfogle selected 
evening candlelight wedding of 
gold.trjmmed beige dress Her 
Miss Thelma Ann Cooper and 
6 
® 
Richard E. Fryfogle 
accessories were gold and her 
The bride is a daughter of corsage was fashioned of gold- 
Mr. and Mrs. Robert B. Cooper trimmed carnations. 
of 946 S. 12th St., Sebring, and 
Wedding activities included a 
the bridegroom is a son of Mrs. I 
.. 
• 
. . . ,, 
Harold Fryfogle of 465 E. Ohio r^ceP,lon ln the church fe,,0*H 
Ave., Sebring and the late M r.jsb*P bab and a Party a* the g 
Fryfogle. 
home of the bride's parents 
' 
The couple pledged their vows hosted by Mr. and Mrs. Jerald 
in a double-ring ceremony at Anderson of Clark Ave., Alli- 
7:30 before a candlelight altar ance. 
enhanced with bases of varied 
Presiding at the 
guestbook 
white winter flowers and ferns. - 
ist 
M 
Haro,d L F 
Officiating clergyman was Rev. f ,e Jr of Can(on 
Don Bable, pastor. 
• 
I ® 
, 
j 
t ^ 
.j 
The newlyweds future address 
The bride, given in marriage js 
w. Oregon Ave., Sebring. 
by her father, carried a ores- ^ rs 
pryfogle is a senior at 
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To Wed In July 


Sebring McKinley High School 
cent-shaped bouquet of white 
carnations and feathery ferns. 
She was attired in a slipper- 
length gown of imported lace four.year Air Force veteran. He 


Miss Marilyn Russell 


Mr. and Mrs. Wayne Russell 
Her husband is a 1965 graduate 0f the Damascus Rd., Salem 
of Sebring High School and a 
j announce the engagement 


and peau featuring mandarin is employed at Babcock anti Wil- and forthcoming marriage of 
j collar, long sleeves, Empire CQX Besearch piant in Alliance, tbeir daughter, Marilyn Kay, to 


HELP PLAN ROTARY BALL. The Salem Rotary Club’s annual charity ball will be staged on 
Feb. 27 at the Salem Golf Club. Shown selecting decorations for the natical theme to be used 
for the dance are Jack Klein and Don Steele, decorating committee chairman. Proceeds will 
be donated to the Northern Columbiana County Community Hospital fund. 


waistline and chapel train. Over 
her hair she wore a fingertip 
veil of silk illusion secured to a 
lace headpiece jeweled with 
pearls and crystals. 
Preceding the bride to the al- Students 


Craig Charles Gainor, son of 
Mrs. Hilda Gainor of 492 W. Co­ 
lumbia St., Alliance, and Charles 
Gainor of 955 S. Linden Alii- 


Calendar of Meetings 


Sunday 
Eagles Auxiliary District 
iMrs. Richard Odom in Winona. 
8 
Gad-Abouts Club at home of 
Mrs. Tom Hall on Depot Rd. 
Prescilla Group of Christian 
Church at church parlor at 9:15 
a.m. 
Rebecca Group of Christian 
Church at church parlor at 7:45 
p.m. 
October Circle of Presbyte­ 
rian Church at home of Mrs. 
Norman Pirn at Fair Ave. at 
9:15 a.m. 
January Circle of Presbyter­ 
ian Church at home of Mrs. 


meeting in Leetonia at 2 p.m. 
District 15 Moose Lodge meet­ 
ing in East Palestine at 2:30 
p.m. 
Salem Baptist Chapel’s sweet­ 
heart 
banquet 
at 
Memorial 
building at 6 p.m. 
United High School Class of 
1961 reunion planning committee 
meeting at home of Mrs. Sandy 
Hays Lindesmith at 1066 Bon 
Drive in Alliance at 2:30 p.m. 
Monday 
Salem Book Club at Ruth Jack Hovis at 9:15 a.m. 
Smucker House at 1:45 p.m.,' 
Josephine Laskey Group of 
elections. 
Methodist Church at 9:30 a.m. 
Eagles Auxiliary public card Thursday 
party at Eagles Lodge at 
8 
Salem League of Women Vot- 
p.m. 
ers at home of Mrs. Carl Krich- 
Florence Nightingale Register- baum at 1011 Homewood Ave. 
ed Nurses Association at Han- af 
P m- 
nah Mullins School at 8 pm. | 
Country 
Gardens Club 
of 
Phoebe Fraunces Chapter of Salem at Home Savings build- 
Daughters of American Revolu- ing at 1:30 p.m. 
tion at home of Mrs. Debra Hoi- 
Deming Girls Club of Dem- 
linger at 1672 E. State St. at ing Division-Crane Co. 
7:30 p.m 
, 
Salem Area Retired Workers 
Salem Lions .Auxiliary. 
;a{ steelworkers hall at 1 p.m. 
Quaker City Tops 
Hub at Gamma Gamma 
Chapter of 
Episcopal Church of Our Sav- 
iour at 7:30 p.m. 
Gabbettes Variety 
Club at 


Hints 


from 


Heloiise 


Copeland Oaks' 


Party Is Enjoyed 


A “ South of the border” at­ 
mosphere permeated the Cope­ 
land Oaks dining rooms Friday 


Sandra S. Jackson, of 940 Bar- ance. 
tar were a maid of honor Miss | clay S t, is on the dean’s list 
The wedding will be an event 
Susan Cooper and two brides- for |he 
semester at John P f J,ulU 
l aL 6:.30. . P ^ . i? u lhe 
maids, Miss Pamela Ward and „ 
, TT . 
, 
, 
— 
— 
--- 
Miss Debra Grindley. The at-Carro1 Un'versity, Cleveland 
tendants were dressed alike in 


local First Baptist Church. 
Miss Russell is employed at 
Clarkins in Austintown. 
She 
was graduated from Salem High 
School in 1968 and attended two 
years at Salem Branch, Kent 


DEAR HELOISE: Here’s a I 
I used to have this problem 
tip for the girl who has trouble until my husband suggested not 
with the collars on her hus-1 buttoning the top button, but the 
band’s white shirts after they one below it. This causes the 
have hung in the closet for a collar to lie down against the 


long sleeved, floor-length gowns N ew Sp ap erb o y A w O rds 
of fiesta rose velvet fashioned A 
CL 
j n 
r 
in the Empire silhouette. Each A re bhored By I WO 
completed her ensemble with 
COLUMBUS, Ohio (AP)—1The ¡State University. Her fiance is 
evening. The occasion was the I rnatching shoes and a bow head-j1Q71 rIpnn T 
r _Y *rpw-n„nprJ employed by the Kroger Co. in 
February Birthday Party, at'P>ece 
t*ny fJ°rai detail on ’ 
1 
‘ 
, 
Alliance while attending Kent 
which time 13 residents * were:the streamers, and holding illu- b°y Achievement Awards were state Universitv Where he is a 
honored by being seated at the s|on veils in varied shades of presented to Dayton and Find- junior physical education maj- 
long birthday table in the Gar-^in^ Each carried a casual iay teen-agers Friday night dur-or. He was graduated from Al- 
den Room. Bolivian, Argentinan band bouquet of pink and white ¡ng 
Qbj0 Newspaper As- bance p*8b School in 1966. 
and 
Mexican 
artifacts 
w e r e carnations with greenery. 
coriation convention 
* 
------------- 
used to decorate the rooms and 
Donald P a u l Fryfogle wasjs ^ , I T 
^ JM a r r ia g e L ic e n se s 


William Wilson Stanley, 18. 


week or so 


Plans For Wedding 


shirt (if they have to be hung 
close together). 
Now mine always leave the 
closet without a hint of being 
jammed together. 


tables. 
Following the dinner 
residents of the Cope United 
Methodist Home gathered in the 
auditorium where they heard 
Miss Olive Givin relate some of 


sociation convention. 
best man and guests were usher- 
Dale Stork, 15, a carrier for 
h 
ed by Kenneth Marks, Jeffrey the Dayton Journal Herald, and 
wnnam wuson Stanley, 18. 
S 
Woods, Harold L. Fryfogle, Jr. R„broy Lee Crow, 14, who de- Lisbon, laborer, and Paula El. 
and Robert W. Cooper. 
u 
,l. 
¡„ dene 
Richards, 
16, 
Lisbon, 
Mrs. Cooper, mother of the 
bride, was attired in a light blue 


livers the Toledo Blade, receiv­ 
ed the senior and junior awards, 


dene 
cook. 
Richard D. Flowers, 23, of 386 


ALYCE McMILLAN j decades, the speaker served as 
LETTER OF THOUGHT 
a Methodist missionary in Bo 
DEAR 
HELOISE: 
It’s all livia> Argentina and Mexico. 


her oxnoriom-« in W h Am»r‘ double knit A-line dress featur- respectively, from Ohio Supreme W. Oregon St., Sebring, and Te- 
ican countries For neariv four in8 Pearl tldm and accented with Court Chief Justice C. William resa Hall, 17, of 266 E. Vermont 
1 matching accscsories and a blue O’Neill. 
: Ave., Sebring. 


right to be content with what 
you have, but not with what you 
are. 
SUE 


YWCA Calendar 
Monday 
7 p.m.. Junior and Senior Y- 
Teen meetings. 


Miss Nancy Pryehodczenko 


Mr. and Mrs. Nick Prycho- 
~ 
c. 
., . 
dczenko of Depot Road, Salem, 
epsilon Sigma Alpha xSorority j^c j announce the engagement 
friendship circle meeting with1 


Those 
observing 
Februa*7 
birthdays included: Miss Mabei 
Shreve and Mr. Binkley Grove, 
both formerly of Alliance; Mrs. 
George Minnick, from Akron; 
Mrs. Ethel Kelly, of Westville; 
Mr. Charles Crawford, ex-Da­ 
mascus resident. 
Miss Frances Yocom served 
as general chairman, assisted 
7:30 p.m., Slimnastics, Mrs. I by Miss Cathryne Esenwein, 
Thorne. 
formerly of Columbiana. 
Tuesday 
10 a.m., Inter-Faith Dialogue. 
1 a.m., Knitting, Mrs. Exten.j 
C a le n d a r 
7:30 p.m., Citizenship, Miss Tues{jay 


Hanna* 
2 p.m., Bowling at Timber-' 
. 7:30 p.m., 
Dog Obedience, j lanes. 
Youngstown All-Breed Dog As* 


Shop Monday 


10 ’til 9 


Seni or Ci 
ti zens 


East Palestine Gamma Omicron 
,^!rs'o'/amfS-,iT er at Chapter at Columbia Gas Co. 
1 
n J 
at 7:30 p.m. building at 7:30 p.m. 
Ten-No-Trump Club at home; 
V; 
d ♦ 
* 
c 
of Mrs Gail Ruble in 
Winona R 
'fj" a ®a,a chaper °f 
at 7:30 p m. 
!?eta ,SlS™a Phl S° r°rity a‘ 
Adult Education Class sponsor-! n' uc er 
ouse'. 
ed by Confraternity of Christian 
Duplicate 
Bridge 
Club 
at 
Doctrine at St. Paul’s C 
a t h 
o l i c j Y^CA at 7:30 p.m. 
School from 7:30 to 9:30 p.m.j 
Krazy Eight Club at home of 
Tuesday 
Mrs. John Erb at 1449 Maple 
Salem 
Travelers 
Club at 
Smucker House. 
Salem Area Alumni Associa­ 
tion of Mt. Union College at 
Memorial building at 6:30 p.m. 
Woman’s Auxiliary of Colum­ 
biana County Medical Society, 
at Wick Hotel in Lisbon at 6:30 
p.m. 
Home 
Rebekah 
Lodge 
at 
Home Savings building at 7:30 
p.m. 
Elks Auxiliary at Lodge at 8 
p.m. 
Salem Republican Women’s 
Club at Masonic Temple. 
Salem Hunt Club Auxiliary an­ 
nual sweetheart banquet at Hip* 
pity Hop restaurant at 
6:30 
p.m. 
Queen of Hearts Club. 
Florence Nightingale Register 
Wiida Winn Missionary Soci- ed Nurses Association annual 
ety of First Friends Church at; “ Nightingale Ball” at Elks Ball- 
home of Mrs. Richard Robbins room at 10 p.m. 
on Ellsworth Rd. at 7:30 p.m 
County 
Democratic 
Victory 
Philathea 
Class of Baptist j dinner at St. George’s parish 
Church at home of Mrs. Lamar hall in Lisbon, dinner served 
Reed at 636 Park. 
: continuously from 7 to 10 p.m. 
Women’s Association of Bap-;program at 8 p.m. 
tist Church meet at church at! 
To w e r v i e w 
Homemak- 
8:15 a.m. to attend Trumbull,ers Group sweetheart banquet 
Baptist Women’s meeting. 
at Neil’s restaurant following 
Church Women United sewing bowling party 
at 
Arrowhead 
at Methodist Church from 9 a.m. Lanes. 


St. at 7:30 p.m. 
Elsie Matti Missionary Circle 
of Friends Church at church fel­ 
lowship hall at 8 p.m. 
Presbyterian Women’s Associ­ 
ation dessert luncheon and pro­ 
gram at 1:30 p.m. 
Friday 
Salem 
Slenderaimers 
Tops 
Club at Memorial building at 
9:30 a.m. 
County Grange Youth at Lis­ 
bon Grange hall. 
Saturday 
Salem Public Library story 
hour at 10 a.m. 
Merrymates 
Organization 
Mardi Gras dance at St. Paul 
Catholic School auditorium at 
10 p.m. 
9 


sociation. 
Wednesday 
7:30 p.m., Guitar, Ed Koran. 
I P m-’ Pr°P-in- 
and forthcoming marriage of Wednesday 
their daughter, Nancy, to Wayne 
10 a.m., Ladies-Day-Out, Mrs.|Burcaw 
j 
Allen Tiedeman, son of Mr. and Patterson presenting bow mak- j 
„ 
Mrs. Harry Tiedeman of 1809ling workshop. Participants are 
1 P.?1” Evenln& dl’°P 'in 
Pierce St., Aliquippa, Pa. 
jto bring sciss°rs. needle, thread ;00^Pa*d feservations due for Feb. 
Miss Pryehodczenko is a 1969 
and comb or barrett. 
n 
n 
^ 
p 
h 
I<oI1,es tnP 
graduate of Salem Senior High 
8 p.m., Newcomers. 
00 reD> 
and will graduate from Youngs- 
Thursday 
Thursday 
town State University in June, 
1 p.m., Advanced Cake Deco- 
9 a-m-* Crafts and Needle- 
as a secretarial* business major. | rating, Mrs. James Barclay. 
Her fiance is a 1967 graduate 
1 p.m., Intermediate Duplicate 
of Aliquippa High School and Bridge Club, Mrs. McDonald, 
a junior at Youngstown State 
1 p.m., Boutique Club. 
University majoring in advertis- 
i p.m., Hook and Needle Club, 
ing and public relations. 
7:30 p.m., Specialty Scene. 
The couple is planning a sum-1 7:30 p.m., Duplicate Bridge 
mer wedding. 
‘Club. 


PRESIDENTS 


if7-* .SALE , 


crafts. 
11:30 a.m., Lunch program, 
reservations due in early a.m. 
1 p.m., Merry Makers rehear­ 
sal. 


Friday 
2 p.m., Bowling at Timber- 
lanes. 


★ 


to 2 p.m. 
December Circle of Presby­ 
terian Church at home of Mrs. 
Archie Crum at 7:30 p.m. 
Oratorio Guild rehearsal at 
Presbyterian Church at 8 p.m. 
Wednesday 
Salem League of Women Vot­ 
ers at home of Mrs. L. C. Mes- 
sersmith at 884 Summit St. at 
9:15 a.m. 
Salem Branch, American As-i 
sociation of University Women: 
at home of Mrs. Jan Shears at \ 
1215 E. 12th St. at 8 p.m. 
Disabled 
American Veter­ 
ans Auxiliary at home of Mrs. | 
Charles Conkle in Damascus at, 
8 p.m. 
j 
Salem Junior Mothers Club! 
at Home Savings building. 
Nip ’N Tuk Tops Club at I 
Memorial building at 6:15 p.m. 
Fifty-Niners Club at home of 
Mrs. Richard Shasteen at 381 
E. 7th St. 
T Petite Nine Club at home of 


Hearthstone and Seekers Class 
of Baptist Church chili supper 
at church at 6:30 p.m. 


SHOP at 
SALEM 
icn 
F00DUNER 


SA LEM 'S 
INDEPENDENTLY 
OWNED SUPER 
MARKET 
U H 
N. 
EUiworth 


DONT MISS THE BOAT! 


SAVINGS 
10 'TIL 9! 
SCOOP UP THE 
MONDAY FROM 
FROM BULGING RACKS AND 
HEAPED TABLES OF 
★★★★★★★ FASHIONS 


Á<1i 


V"1 
a lu e sJ 
s a V 
$2 


V a lu e s to 


$6 


$4 


V a lu e s to 


$1 1 


Ás r k 
( 
Values 11 
1 
►15 V 


★★★★★★★ 
$3 
V a lu e s to 


$8 


* 6 


V alu e s to 
$19 


Similar Savings on Other Items 
* 
in Every Price R,ange! 
* 


Crisis Seems Likely 
In Northern Ireland 


By COLIN FROST 
Asso ciated Press Writer 
BELFAST. Northern Ireland 
(AP' — Northern Ireland is an 
armed camp that seems to be 
heading for crisis, both econom­ 
ic and military 
Senior officials believe it is 
only a matter of time before the 
Irish Republican Army renews 
guerrilla tactics which in the 
past 
week 
have 
caused 
11 
deaths. They are afraid that un­ 
less the IRA can be stopped 
quickly Northern Ireland’s Pro­ 
testants will react angrily. 
“ The gun is back in Irish poli­ 
tics.” an official said. “ All Irish 
history shows that when that 
happens the result is a bloodlet­ 
ting. 
Underlining this, five explo­ 
sions resounded in central Bel­ 
fast early today, but large num­ 
bers of troops and police called 
out to seek damage and casual­ 
ties reported neither. 
The current violence comes 
from IRA’s Provisional wing, 
composed of Roman Catholic 
nationalists trying to expel the 
British 
army 
and 
unite 
the 
mainly Protestant province with 
the Catholic-dominated Republ­ 
ic of Ireland to the south. 
The Provisional have many 
rifles and automatic weapons 
and apparently possess a large 
supply of gelignite, a type of dy­ 
namite. This explosive was used 
Tuesday in a booby trap that 
killed five civilians. 
On the other side, the similar­ 
ly outlawed Ulster Volunteer 
Force also is well armed and 
trained. It is dedicated to main­ 
taining Protestant rule in the 
six counties North and rejecting 
any link with the Republic. 
At the moment the UVF is 
largely passive but military offi­ 
cials do not expect this situation 
to continue if IRA activity is 
stepped up. 
In 
between 
the 
outlawed | 
forces is the embattled British 
force which came in August 19 6 9 
to head off a bloodbath between 
Protestants 
and 
Catholics 
in 
Belfast's back streets. 
The military situation and the 
economic ills behind it make a 


somber setting for the 50th anni­ 
versary of the Northern Ireland 
government formed by the par­ 
tition. of Ireland. 
Recent reinforcements have 
brought 
the 
British 
army ’s 
strength in Ulster to 7.400 men, 
and it is clear that they are hav­ 
ing trouble keeping the peace 
even before Northern Ireland’s 
“ marching 
season’’ 
begins. 
Each spring and summer Catho­ 
lic and Protestant organizations 
stage parades and counter-pa­ 
rades. and at the height of last 
y ear’s marching season 12.000 
British 
soldiers 
were 
in 
the 
province. Units were called in 
from 
Germany. 
Cyprus 
and 
Malta. 


Snow 


(Continued from Page One* 


ed posted for eastern Ohio. 
Temperatures ranged from 22 
in Columbus to 15 in Dayton. | 
13 in Toledo. 17 in Mansfield, 
and Cincinnati. 19 in Cleveland 
and 23 in Zanesville. 
Light, blowing snow continu­ 
ed in many areas but was not 
expected to add much depth to 
the snow already down. 
The 
weather 
service 
listed 
precipitation 
at 
3 
inches 
in 
Cleveland. Cincinnati and Co­ 
lumbus: 
Akron 
- Canton 
2. 
j 
Youngstown 4, Mansfield 
and i 
Zanesville 2. 
Deep South Suffers 
W’inter hit the eastern half of 


Amputee 


MARTHA ON ROVER—Mrs. Martha Mitchell, wife of Attor­ 
ney General J ohn Mitchell, sits in a lunar roving vehicle with 
astronaut Gene Cerman during a tour of the Manned Space­ 
craft Center Friday . Mrs Mitchell tried out the vehicle, similar 
to the one that will be used by the Apollo 15 astronauts to roam 
over the moon’s surface, when she toured the training building 
at the center. Behind Mrs. Mitchell and the rover is a full-scale 
model of the lunar module, the vehicle used by the astronauts to 
land on the moon. (UPI Telephoto) 


Here, There About Town 


the nation and whitened sec­ 
tions of the Deep South as well. 
Escaped Quake Injury 
Ted Gilmer, son of Mrs. Aur- 
Temperatures plunged far be- elia Mercer of 9 71 Newgarden 
low zero over 
the 
Northern Ave., and his wife, Linda, who 
Plains and Midwest. Effects of are residents of Sylmar, Calif., sessi0ns and sPent s°m e 
time 
the cold were expected to ex- where the VA hospital was de- j tying in an open field 
in their 


apartment 
building 
that 
was 
also demolished by the quake 
The couple lost all their pos­ 


tend over much of the East and molished by the recent earth- 
South by Sunday morning. 
quake, have reported that they 
Snow fell as far 
s ou thi as are safe and unhurt, 
I Both are students in the Sylmar 
Montgomery, Ala., before day-! 
The Gilmers live within three|area 
3 


night clothes waiting for the 
second tremor that never camo. 


blocks of the hospital, in an 


J 
Deaths 


an d 


break. 
Heavy-snow 
or 
travel 
warnings were out in portions 
of eight states from Indiana to 
western New York and south to 
Alabama. 
A heavy-snow watch was is­ 
sued for an area that included 
northeastern 
New 
York 
and 


sy lvan!» X 
X 
' 
^ id a y afternoon when 
return tn win tor nnnHi 
ran *n ^r0nt °* 3 C3r 0,1 
The return to wmter c o n d i - l ^ S( 
near LincoIn Ave, 


Day Care Center Event 
Health Week plans will be an­ 
nounced during an orientation 
meeting for parents and inter­ 
ested friends of children in the 


A 14-year-old boy was 
hurt ^ ay Care Center 
Monday 
at 
7 :30 p.m. in the First United 
Methodist Church. 


Boy, 14, Hurl When 


Hit By Automobile 


Funerals 


tions 
followed 
a few day s of 
mild and thawing weather in 
most of the country from the 
Rockies eastward. 
Rain splashed along the East­ 
ern Seaboard from Florida to 
the Middle Atlantic States, and 
showers also dampened coastal 
areas of the Northwest. 


Kenneth Pittman of 438 Frank­ 
lin Ave. was treated at Com­ 
munity Hospital East for a mi­ 
nor knee injury in the mishap 
at 3:35 p.m. 


Guest speaker will be Gordon 
Fediaczko of the 
Columbiana 
County Mental Health Center. 
New board members of the 
center include Mrs. Terri Casey, 


Earl T. Cox 
NORTH LIMA - Earl T. Cox, 
56 , of 9 78 9 Market St. Ext. died 
of pneumonia at 11:02 p.m. at 
Youngstown South Side Hospi­ 
tal. He had been ill three days. 
Born J uly 28 , 19 14, in Stroth­ 
ers, he was the son of Charles 
and Minnie Schultz Campbell. 
He came here 13 y ears ago from 
Rochester, Pa. He was a ma­ 
chinist for United Engineering 
Co. for 10 y ears, and also own­ 
ed and operated the Excel Ma­ 
chine Shop in North Lima. 
Survivors are his wife, the 
former Virginia Bany os, whom 
he married Feb. 23, 19 49 ; his 
mother, of Torrance, Calif.; five 
daughters, Sandra, Nancy , Kar­ 
en, Cindy and Susan, three sons, 
Earl J r., Robert and Richard, 
all at home. Four sisters, Mrs. 
J ames Pruett of Austintown, 
Mrs. Harry J ohnson of 
New 
Springfield, Mrs. Donald Smith 
of Salem, Mrs Robert Walters 
of Redondo Beach, Calif. 
Services will be held at 1:30 
p.m. Tuesday at the Seederly- 
Beilhart Funeral Home with the 
Rev. W. O. Keeler officiating. 
Calling hours are 7 to 9 p.m. 
Monday. 


According to police who took | Miss 
Peggy 
Mawhinn 
and 
the boy to the hospital, Nancy M 
wirknpr 
M. Wilson, 42, of 8 9 4 S. Lin- 
en Wirkner. 
coin Ave. was driving west and . 
ex^ board of directors meet* 
attempted to turn into an alley ing is March 11 at 10 a.m. 
as the boy ran from the north 
■— 
toward the south side of E. State 
Youngstown Concert 
and was struck. 
Richard 
Howenstine, 
Salem 
David E. Herold, 27, of 18 5 High School band director, his 
E. Main 
St., 
WashingtonvUl*. j wife> Kay , and J ohn Krauss, son 
was cited for failing to stop in 
, . . 
. . . 
__ 
the assured clear distance after 
M • dlld ^ rs. Fred Kraussjrf 
a collision at 2:15 p.m. y e s t e r - ^ Morns St. and student at 
day on W. State St. near Sharp.¡Youngstown University, 
are 
Police said Calvin W. Sell, 18 ,! members 
of the Youngstown 
of 8 35 Summit St. was headed Symphony Orchestra which will 
west 
and 
attempted 
to turn present a Pops Concert Sun- 
north into a private drive when day at 3 p m 
^ 
program o{ 
struck from the rear by a car songs from Broadway shows will 
driven by Herold. 


(Continued from Page Onei 


panions during his Png hospital 
stay — a teddy bear that ap­ 
pears certain to have 
set 
a 
record and probably astonished 
at least one physician and his 
turtle. “ Touche.” 
The teddy bear, suddenly and 
to his mother’s surprise named 
“ Kenny” has made the rounds 
of the hospital with the young­ 
ster, even accompanying him 
into the X-ray department where 
the stuffed animal also was X- 
rayed by a compassionate tech­ 
nician. 
J ohnny’s problems started the 
day his father returned home 
from the hospital following an 
auto accident. 
When 
J ohnny 
started to cry that night that 
his leg hurt, his parent’s exam­ 
ined the leg and found a swell­ 
ing. 
J ohnny was taken to the hos­ 
pital the next day and under­ 
went surgery May 16 to have 
the leg drained in the belief that 
it was osteomvleitis. He return­ 
ed home May 22 but returned to 
the hospital in mid-J uly and un­ 
derwent another operation 
to 
have a piece of the bone re­ 
moved. 
Danny’s fifth 
birthday 
saw 
J ohnny being returned to the 
hospital for new surgery, 
re­ 
maining there until Oct 
26 . 
On Dec. 30 he returned to the 
hospital. When X-rays indicated 
the bone had deteriorated some 
more another operation was per 
formed and a biopsy sent to Co­ 
lumbus to confirm what doctors 
anticipated. 
X-ray treatments were tried 
for almost three weeks before 
the decision was made to re­ 
move the leg. 


With the Patients 
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Three persons were admitted dow. 
to Community 
Hospital 
East 
from 
t h e 
emergency 
room 
while our hospitals handled a 
variety of mishaps Friday. 
Earl Shannon, son of Donald 
Shannon of 6 12 Euclid St., was 
mitted after he suffered elec­ 
tric shock while standing in a 
wet area while working on his 
car. 
Kelley Conkle, 3, and Katy 
Conkle, 2, daughters of Charles 
Conkle of RD 4, Calla Rd. were 
admitted after ingesting a for­ 
eign liquid and are reported in 
satisfactory condition. 
At Community East 


Others treated and released 
from Salem Community Hospi­ 
tal East were: 


Gregg Cowan, 17, son of Chal­ 
mers Cowan of 861 Washington 
St., injured left thumb playing 
basketball. 
Virginia Lawless, 8 , daughter 
of Thomas Lawless of North 
Lima, cat 
bite 
of 
the 
right 
cheek. 
J ohn Wilson, 24, of Lisbon, in­ 
jured right foot while working 
at Kaiser Refractories. 
J anet Darner, 29 , of 6 04 W. 
7th St., foreign body in left eye. 
At Community West 
Mrs. Samuel Trimm. 37, of Sa­ 
lem RD 1, rat bite of the index 
finger. 
Cindy Yingling, 15, daughter 
of Harold Yingling of 9 57 E. 


Lynette Rickman, 13, daugh­ 
ter of Karl Rickman of 9 08 Lib­ 
erty St., puncture wound of left 
ankle on wastebasket. 
At Alliance Hospital 
Paul Chipps J r., 10, son of 
Paul Chipps of Beloit RD 2, 
laceration of the forehead when 
hit with snow shovel. 
Patricia Wyss of Beloit, in­ 
jured right wrist in a fall. 


Vietnam 


(Continued from Page One) 


Emma Conway, 
46 . 
of 
8 08 
P°ssi^ e fracture of the 
Summit St. injured back in a rtybt wrist in gym 
class 
at 
fall. 
J onelle Mansell. 8V¿ months, 


¡school. 
Roy Campbell, 42, of 132 W. 
daughter of Dallas Mansell, in- Pershing St., sprained left an- 
jury to head in fall. 
k,e whi,e working at Warren 
Walter Whitman, 17, son of|Molded Plastics- 
_______ 
Martin Whitman of 6 9 5 Wash­ 
ington St., injured right hand 
playing basketball. 
Raymond Oberholtzer of Co­ 
lumbiana. dog bite of the left 
hand. 
Loraine Ressler of RD 4, Sa­ 
lem. injured right ankle in a 
fall. 
Dorothy Getz of RD 3, Salem, 
injured right leg in a fall. 
William Myers, 11, son of Ma­ 
rion Myers of RD 2, Columbia­ 
na, injured right foot playing 
basketball. 
Mark Helm, 11, son of War­ 
ren Helm of Salem RD 4, la­ 
cerations of right hand and arm 
when hand went through a win- 


ment in the South Vietnamese 
operation. Asked if the U.S. gov­ 
ernment shares Laotian 
Pre­ 
mier Souvanna Phouma's re­ 
ported concern about a possible 
Chinese volunteer invasion of 
Laos, press officer Robert J 
McCloskey replied: “ Well, we 
have no information of our own 
confirming the reported concern 
of Souvanna Phouma.” 


INSURANCE 


AUTO 
HOME 
BUSINESS 
LIFE 
HOSPITALIZATION 
BRUCE K. 
IIERRON 
INSURANCE, INC. 
1717 East State St. 
Salem, O. 
Ph. 337-355 


J . C. Penney 


Mrs. Harry Williams 
ALLIANCE — Mrs. Gertrude 
F. Williams, 8 5. of 101 W. Grant 
St., died Friday at 7 :25 a.m. in 
City Hospital. 
Bom Feb. 24. 18 8 5, in Conne- 
aut, she was the daughter of 
J oseph and Amy Finney. Her 
husband, Harrv, died April 22, 
19 54 
She was a member of Christ 
United Methodist, and Eastern 
Star Lodge. She graduated from 
Salem High in 19 05. 
Survivors 
are 
a 
daughter. 
Mrs. Edgar Stimmel of Hart- 
ville. and two grandsons. 
Services will be held at 1:30 
p.m. Monday at Cassaday-Tur- 
kle Funeral Home with the Rev. 
Orland Ruby officiating. Burial 
will be in Alliance City Ceme­ 
tery. Calling hours are 7 to 9 
p.m. Sunday. 


Gas Station, Home 


Entered By Thieves 


Two breaking and enterings 
were reported Friday to the Co­ 
lumbiana County sheriff’s office. 
At 10:40 a.m. Arthur Edling 
reported his service station, lo­ 
cated on Rt. 
172 at Guilford 
Lake, had been entered some­ 
time between 8 p.m.'Thursday 
and 10 a.m. Friday . 
Burglars had broken a hole 
in a pane of glass on the north 
side of the 
building, 
reached 
through and unlatched a win­ 
dow. 


be presented in the Symphony 
Center. 


vere 
heart 
attack 
Thursday 
night, a spokesman for Penney 
said. 
Penney , a Missouri farmer 


James Cash Penney 


Succumbs at 95 


NEW YORK (AP) - J . C. 
Penney , builder of a mammoth 
retail business that bears his 
name, died Friday. He was 9 5. 
He succumbed at 11:30 a.m. 
at the Harkness Pavillion of Co- 
Fjfteen six.packs of beer, 10 
lumbia 
Presbyterian 
Medical cartons of cigarettes, six boxes 
Center, where he suffered a se- of sparkplugs and four cans of 
oil treatment were reported tak 
en. Value was set at $100. Dep­ 
uties Homer Sturgeon and Rob­ 
ert Wellington investigated. 
W. J . Anderson of RD, New 
who took up retailing in 18 9 5, Waterford, reported at 2:38 p.m. 
saw his chain of stores grow to Friday that his home had been 
1,700 around the nation. At 9 5, entered after 9 :30 a.m. when 


he still was at the helm of his ¡¡e ' f hom e. UP°n hh‘? J et“ ™ 
he discovered the house had 
enterprises, working five 
day s been 
entered 
a week at his desk in the 45- 
door on 
north side 
story Penney building on 
Sixth 0f the house had been pried 
Avenue here. 
open 
and the drawers in all the 
J ames Cash Penney , one of 12 rooms had been ransacked. A 
children raised on a farm in 32-caliber pistol and an instant 
Hamilton, 
Mo., 
credited 
his camera were taken. A set of foot 
father with “ selecting my voca- prints were found by the front 
tion” when he got a job for Pen- door. Deputy Howard Gray in- 
ney as a store clerk at the age vestigated. 
of 20. 
------------------------- 


Identified by a sloping brow AdVCIltlStS GlVfifl 
and rounded tail fin, a flathead 


To Present Recital 
Carol Murphy 
Wunderle 
of 
Canton, formerly of Salem, will 
present an organ recital Fri­ 
day, Feb. 19 , at 8 p.m. at Christ 
United Presbyterian Church in 
Canton. 
Mrs. Wunderle is assistant pro­ 
fessor of music at Malone Col 
lege and is director of music 
at the North Canton Commun 
ity Christian Church. 


catfish may weigh 100 pounds 
and measure five feet from tail 
to whiskers. 


LUSSELL C LOUDON 
JAMES M. GIFFIN 
— ----------------- OWNf * S-------------- — 
SERVICE 
Ab o v e 
Saif 


$1,692 In Campaign 


Residents of Salem contribut­ 
ed $1.6 9 2 to the Seventh-Day 
Adventists 6 7 th World Service 
Appeal, according to Ronald At­ 
kinson. pastor of the local con­ 
gregation. 
The funds will be used for 
humanitarian projects at home 
and overseas, where Seventh- 
day Adventists are working in 
more than 19 0 countries. 
Rev. Atkinson expressed ap­ 
preciation for the public’s sup­ 
port. 


Stars’ Boosters to Meet 
The Salem Stars Booster Club 
will meet Wednesday at 7 :30 
p.m. at the Memorial Building 
for the adoption of the bylaws 
and election of officers. 


GOP Women to Meet 
The monthly meeting of the 
Salem 
Women’s 
Republican 
Club will be held Tuesday at 
8 p.m. in the clubrooms at the 
Masonic Temple. 
All members, especially those 
on committees, are urged to at­ 
tend 
this 
important 
session, 
since plans will be formulated 
for the y ear’s activities, accord­ 
ing to Carmen McNicol, club 
president. 


Benefit Card Party 
Salem Little Quakers Moth­ 
ers Club is sponsoring a card 
party at the Memorial Building 
at 7 :30 p.m. Tuesday to raise 
funds for 
football 
equipment. 
Tickets will be available at, the 
door. 


Safe in Califo rn ia 
Mr. and Mrs. Harry Thomp­ 
son of the Damascus Rd. have 
received word from their son, 
Bill, and his family , that they 
were uninjured in 
the 
recent 
earthquake im California. They 
reside in the aan Fernando Val­ 
ley of Los Angeles. 


So They Soy 
Most of us in Washington have 
seen a lot of mismanagement 
in government programs. 
But 
military assistance is the first 
program I have come across 
that appears to be characteriz­ 
ed by unmanagement. 
— Sen. 
William 
Proxmire, 
D-Wis. 
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WANT AOS MEAN MONEY! 


There's a wonderful discovery you can make about money . . . you’ll have more 


of it to save for the things you want and need, if you follow the lead of the grow­ 


ing number of today’s families that profit by using Salem News Want Ads. 


Here’s why Want Ads work so well and so quickly to help you sell things you no 


¿ onger need . . . it’s advertising from people, to people. 
Hundreds of people like 


you have worthwhile items they aren’t using and enjoying . . . and at the same 


time hundreds of others want and need these very things. 
These folks who need 


watch the Classified ads day in and day out, so your ad goes right to the very best 


prospects — those people who’ve decided to buy and watch the Classified columns 


for what they want! 


Don’t postpone fattening your bank account any longer! 
Make a list of the things 


you’d like money for. 
(Right now buyers are waiting for things ¿ ike furniture, ap­ 


pliances, musical instruments, power tools, hunting gear, heaters and much more.) 


Then dial 332-46 01 for a friendly Ad Visor. 
She’ll quickly heip you write a buyer- 


bringing ad. It’s inexpensive, too. 
Your 
20 word ad is only 8 0c per day on the 


7 day plan. 


Start today . . . just make your list and dial us now! 


FOR SALE — Contemporary couch 
and chair, fo am rubber cushions, 
zipper covers. In excellent condi- 
tion. Ph o n e_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 


Th is Couch an d Ch air 
Were So ld Th e First 
Day On Th e First Cali! 


BLACK p o o d le puppy, female. 7 
week s o ld : 
n ew sto rm 
win d o w« , 
all sizes, at No rth Ellswo rth . Ph. 


Th is Ad Bro u g h t 
Resu lts 2 Ho u rs After 
Th e Pap er Came Ou t. 


WANTED — Baby sitter. 6 30 to 
4:30. 5 day» per week. Call after 
4:30 p.m. 


Th is Ad Fo u n d A Bab y 
Sitter In Ju st 1 Day . 


FOR RENT — Modern 2 bedroom 
house 
at 
Guilford 
Lake. 
Unfurn- 
nished. Oil heat. Call Minerva af- 
ter 5 p.m._________________________ 


Th is Ad Bro u g h t 
12 
Calls In 1 Ho u r an d 
Ren ted Th e Ho u se. 


19 6 3 PLYMOUTH Valiant 6 cy lin­ 
der, 2 door, 39 ,000 original miles. 
2 new tires, good first or second 
car. Phone__________________ 


Th is Ad Ran 2 Nites, 
Bro u g h t 
12 Calls an d 
So ld Th e Car. 


SALEM NEWS CLASSI FI ED ADS 


The Fast Easy Way To Get Extra Cash 


16 1 N. Lincoln Ave. 
Phone 332-46 01 
Salem, Ohio 


Open Mon. Thru FrL, 8 a.m. • 5 p.m.. Sat 8 a.m. Till 12 Noon. 


V 


Advice from 
Ann Landers 


DEAR ANN LANDERS: Yo u 
get man y letters fro m p eo p le 
who co mp lain becau se they are 
lo n ely . They wo n der why they 
hav e so few frien ds, an d the 
lew frien ds they do hav e do n ’t 
call v ery o ften . 
Ju st y esterday , a p erso n I 
wo rk with co mp lain ed to me 
that n o o n e lik es her. I sat do wn 
an d tho u ght abo u t the p erso n al­ 
ity an d character traits that I 
mo st dislik e. Stran gely en o u gh, 
o u o f the 10 traits, this p er­ 
so n had sev en . Here’s the list 
an d I ho p e y o u will p rin t it, 
An n . It might help so me fo lk s 
to see themselv es as o thers see 
them. 
1. A co mp u lsio n to sho w o ff 
k n o wledge. 
2. Ex aggeratest o the p o in t 
that ti’s the n ex t thin g to ly in g. 
3. Mo o din ess. Frien dly o n e 
day , u n frien dly the n ex t. 
4. Bo ssin ess. Mu st ru n ev ery ­ 
thin g. 
5. No t reliable. Wo rd is n o 
go o d. 
6. Chro n ic co mp lain er. Nega­ 
tiv e attitu de abo u t man y thin gs. 
In v eterate crep e-han ger. 
7. No sy . Ask s lo ts o f q u estio n s 
that are n o n e o f her bu sin ess. 
8. Go ssip y . Kn o ws ev ery thin g 
abo il ev ery bo dy an d tells it. 
Mak es y o u wo n der what she is 
say in g abo u t y o u . 
9. Say s thin gs in an ger then 
tries to smo o th it o v er by bu y ­ 
in g a little gift. 
10. Alway s fishin g fo r co mp li- 
men ti bu t n ev er giv es an y . 
Sigi me 
H-2 0 TOWN, S.D 


DEAR 
WATERTOWN: 
I 
ho pe ev ery p erso n who reads 
this eo lumn will measu re him­ 


self again st the list. I did — 
an d y o u hit me o n Nu mber 4. 


Losing Hair, Teeth 
DEAR ANN LANDERS: Two 
y ears ago I wen t thro u gh a 
messy div o rce. I was dep ressed 
an d miserable becau se I was 
the first in a family o f fiv e 
girls to hav e a marriage fail­ 
u re. Two week s after the di­ 
v o rce I met a man who had 
beau tifu l hair an d teeth. 
We 
were married after a whirlwin d 
co u rtship . 
A few mo n ths ago I n o ticed 
my hu sban d’s hair ist hin n in g 
o u t. Last week he wen t to 
a 


dentist who disco v ered a g um 
co nditio n that is threatening 
his teeth. I kno w this so unds 
crazy butt hese two features 
are v ery impo rtant to me. With­ 
o ut them he wo uldn’t lo o k like 
much. I’m ashamed to tell any ­ 
o ne ho w wo rried I am. Can y o u 
g iv e me so me mo ral suppo rt and 
a wo rd o f adv ice? 
ANONYMOUS PLEASE 
DEAR ANON: If y o ur mar 
riag e was held to g ether by hair 
and teeth I’m surprised it last­ 
ed two y ears. Sto p being fo o l­ 
ish. If y o ur husband lo ses his 
hair he can buy a rug . If he 
lo ses his teeth, he can g et china 


clipper*. 'Hiese day s ex perts 
can rebuild, resto re and trans­ 
plant almo st any thing . Remem­ 
ber, I said almo st.) 


Throw I n the Deck 
DEAR ANN LANDERS : 
My 
sister and I are g o o d bridg e 
play ers. We married men who 
are to urnament champio nship 
quality . Ev ery Friday we g et 
to g ether fo r dinner and cards. 
It’s g o tten so I dread these ev e­ 
ning s. The tensio n is terrible. 
My husband lo ses his temper 
and cusses me o ut if I make a 
mistake. My sister’s husband is 
just as bad. He g o t so mad last 
Friday he slapped her. Is there 
a way we can g et these g uy s to 
curb their tempers? 
DEAR A & P: Pro bably no t. 
Thro w in the deck — perma­ 
nently . 


Grange Activities 


Butler OKs Do natio ns 
Do natio ns w e r e 
appro v ed 
when Butler Grang e met Wed­ 
nesday nig ht. 
Master Lo well Whinnery pre­ 
sided. A thank-y o u no te was 
read in appreciatio n o f a mo ne­ 
tary g ift to the “ Fund fo r the 
Yanks who Gav e,” and it was 
v o ted to g iv e $5 to the March 
o f Dimes and $10 to the Ameri­ 
can Heart fund. 
The 
annual repo rt o f the 
wo men’s activ ity co mmittee pre­ 
pared by Mrs. Flo rence Ward 
was presented. 
The nex t Po mo na Grang e 
meeting was anno unced fo r Feb. 
13 at 10:30 a.m. at Calcutta 
Grang e^ 


a delegate to state gran ge last 
Octo ber, gav e a talk o n his at­ 
ten dan ce there. 
Ju n io r gran ge met at the 
same time with Gary Walto n as 
su bstitu te 
master. 
Pro gram 
readin gs were “My Valen tin e” 
an d “Valen tin e Magic” by Deb­ 
bie Walto n an d “Hu mo r 
an d 
Lin co ln ” by Barbara Lee Whin - 
n ery . Qu izzes o n Washin gto n 
an d Lin co ln were c<mdu ciedH5 y 
Nathan An derso n . “Old Say ­ 
in gs” was directed by the ma­ 
tro n , Mrs. Ward. A gen eral dis­ 
cu ssio n o n the recen t mo o n 
walk was en jo y ed by all p res­ 
en t. 


* 
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Bailey , Walto n an d An derso n 
families. Red can dles an d v al­ 
en tin es carried o u t the seaso n 
theme. 
Fo r the Feb. 24 meetin g, a 
p o t-lu ck lu n ch was p lan n ed. 
Mt. Nebo Hears Talk 
Jo hn Patti o f the so cial secu r­ 
ity o ffice in East Liv erp o o l was 
gu est sp eak er fo r Mt. Nebo 
Gran ge Wedn esday n ight at the 
gran ge hall. 
Ho ward Wilhelm, master, p re­ 
sided fo r the bu sin ess meetin g. 
The gran ge elected Mrs. Nan cy 
Nehrig lady assistan t steward 
to rep lace Miss Lin da Kin g who 
resign ed. 
Carl Bailey rep o rted o n the 
district 
legislativ e co n feren ce 
held Jan . 21 at Rav en n a. 
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Mrs. Llo y d Bailey , lectu rer, in ­ 
clu ded flu te so lo s by Tin a Dav is 
acco mp an ied at the p ian o by 
Mrs. Mau de Drisco ll, an d gro u p 
sin gin g o f “Lo v e’s Old Sweet 
So n g” in o bserv an ce o f Valen ­ 
tin e’s Day . 
Mr. an d Mrs. Wilhelm serv ed 
refreshmen ts to 25. 


Geisha girls o f Jap an are 
train ed fo r y ears in the art o f 
co n v ersatio n , are u su ally ex ­ 
q u isitely dressed, 
delicately 
man n ered, an d hav e a k n o wl­ 
edge n o t o n ly o f the p ast an d 
its elegan ce, bu t o f co n temp o r- 


( 
SALEM DRUGS 
W algAee#. agency 


409 EAST 2 « ! ST. 


Salem, O. 
Ph. 332-5200 
C. J ERE HOCHADEL, PROPRIETOR 


W e Do H ot* Lo wes 
Prescrip tio n Prices 
Tak e The Time To 
Co mp are an d Sav e 
THROUGHOUT THE ENTIRE STORE. 


FREE DELIVER? 
SERVICE 
We Are As Near As Tear 


Welsh Wheel Goods 
and Accessory Sale 


Swivel-Wheel Stroller 
with Canopy and Basket 


99 
16 
Regular 21.99 


Sp ecial! On e week o n ly ! Stro ller with sto rm 
shield can o p y , adju stable fo o t an d back 
rest p lu s bask et. Blu e Park Prin t. 


Deluxe Vinyl Stroller 
with "Duchess" Gear 


99 
Regukir 28.50 


Sp ecial! On e week o n ly ! Stro ller with sto rm 
shield, can o p y , bask et, 
adjustable fo o t and 
back rest. Oliv e leather-lik e v iny l 


In fan t "Pu n k in " Seat 
with Fo am Padded Seat 


2 
" 
Regular 4.50 


Sp ecial! One week o nly ! White mo lded seat 
wip es clean. With print fo am-padded seat. 
Co mfo rtable fo r baby . . . co nv enient fo r 
mo ther! 


Folding Baby Walkar 
with Bumptr Guards 


3 39 
Regular 4.50 


Sp ecial! On e week o n ly ! Baby walk er with 
bu mp er gu ards to p ro tect fu rn itu re. Leg 
sp read, 16” x 18” is tip -resistan t. Fo lds 
fo r sto rage. 


Podded Folding Hi-Choir 
Converts to Youth Choir 
1599 
Regulor 19.99 


Special! One week o nly ! Chair with swing - 
away tray , adjustable fo dtrest. Viny l pad­ 
ded seat and back in av o cado print. Co n­ 
v erts to y o uth chair. 


Mail and pho ne o rders welco me— 
call 837*3458 


infants Furniture — Straus’ Main Flo o r 


Shop Mon. and Fri. 10 'til 9 - Other Days ’til 5, 


Magn av o x Telev isio n s in Co lo r o r Black -an d-White 


A o nce-a-y ear o ppo rtunity to enjo y substantial sav ing s o n the Mag ­ 
nav o x o f y o ur cho ice! Ev ery Mag nav o x is built-up to the hig hest 
standards o f quality . . . mo re features, finer perfo rmance and 
lasting reliability . There are mo dels to please ev ery taste . . . prices 
to pamper ev ery budg et. 


Ultra-Bright Color Television 
399 
50 
Sova $7 0 


En jo y big -screen v iewing with Mag nav o x mo del 7100 with 23-inch 
diago n al p ictu re. Co ntempo rary sty ling , it o ffers Quick-On pictures 
an d so und, Chro mato ne, key ed AGC fo r g reat receptio n. 


11-inch Color Portable TV 
219 
Sava $30 


12-inch Go-Anywhere Portable 


Q Q 
Slim-and-trim mo del 6104 g iv es v iv id 11” diag ­ 
o nal pictures! Features telesco ping dipo le VHF 
antenna, detachable UHF antenna and carry ­ 
ing handle. 


89 
Savt $10 


90 
Mo del 5015 entertains y o u wherev er y o u g o 
with 12” diag o nal pictures, black-and-white re­ 
ceptio n, telesco ping antenna, bo nded circuitry 
chassis. 


Magn av o x Stereo Co n so le 


Sav e du rin g this facto ry sp o n so red Magn av o x 


An n u al Sale! There will n ev er be a better time 


to p u rchase a magn ificen t Magn av o x ! 
Mo re an d 


fin er featu res, added p erfo rman ce, 
and beau ty 


in fin e fu rn itu re sty lin g! 


Astro -So n ic Stereo 
FM-AM Radio Pho n o 
399 


Save $50 


50 


Mediterran ean sty le 3763 featu res 5 0-watt EIA 


mu sic p o wer, Air-Su sp en sio n sp eak er sy stem with 


2 ho rn s an d 2 wo o fers, Micro matic Reco rd Play ­ 


er. Also av ailable in co n temp o rary o r Co lo n ial 


sty lin g. 


Stereo and Telev isio n — Stro uss’ 


Furniture Sto re, Lundy at Pershing 


Shop Mon. and Fri. 10 'til 9 - Other Days 'til 5. 


Special Purchase! Famous- Name 
All Purpose Coats, Sale- Price 
Pretty "Pam" Panties . . . from Claxton 


Penny- Priced Right Now at Strouss' 


Tailo red briefs, bik in is an d lace trimmed p an ties . . . sleek n y lo n trico t, 
co mbed co tto n , dimp le-weav es. n y lo n crep e an d sh eer n y lo n ! Wh ite an d 
ice cream p astels, ro sebu d p rin ts an d teen v -ween y p o lk a do ts! Ju st 
n ame y o u r fav o rite . . . y o u 'll fin d it in o u r wo n derfu l co llectio n , p riced 
at a sto ck -u p -an d-sav e p rice! 


Mail an d p h o n e o rders welco me — call 337*3458 


Lin gerie — Stro u ss’ Main Flo o r 


Man y sty les in elegan t fabrics . . . co tto n can v as, ray o n silk faille, p u ffed n y lo n , co t- 


to n /acetate twills an d mo re! So lid co lo rs, marbelized p attern s, ch eck s, strip es, 
flo ra l 


p rin ts an a p laids! All-p u rp o se co ats an d rain co ats! All fro m a famo u s mak er in sizea 


8 to 18. 


Rain co ats — Stro u ss’ Main Flo o i 


Dain ty n y lo n lace o v erlay o n 
sleek , smo o th -fittin g n y lo n tri­ 
co t brief. Elastic leg an d waist. 
Wh ite, p in k an d blu e. Sizes 5 , 
6, an d 7. 


Th e classic elastic-leg brief in 
40-den ier 
Cap ro lan (r) 
n y lo n . 
Wh ite, 
p in k , Hlu e nr mai?#. 
Sizes, 5, 8 an d 7. 


Fin e co mbed co tto n elastic-leg 
brief, fu ll-cu t an d co mfo rtable. 
Fo o l, abso rben t. Wh ite in size* 
5 , 6, 7, 8. 


Co lo rfu l p astel bu tterfly p rin t 
o n asso rted p astel back gro u n d. 
Ny lo n trico t bik in i p an ty , elas­ 
tic leg an d waist. Sizes 4, 5 , 
6, 7. 


Delicate ro sebu d p rin t bik in !. 
Dimp le-k n it blen d o f co mbed 
co tto n an d ray o n . Asso rted p as­ 
tels o n wh ite. Sizes 4, 5 , 6, 7. 


Itsy -bitsy , teen y ween y co lo rfu l 
p o lk a do t bik in i! Ny lo n trico t. 
Pin k , blu e, o r green o n wh ite. 
Sizes 4, 5 , 6 an d 7. 


Sh eer, wh isp er-weigh t n y lo n tri­ 
co t h ip -h u gger p an ty with wide 
n y lo n elastic lace at waist an d 
leg. Wh ite an d p astels. Sizes 4, 
5 , 6 an d 7. 


Smo o th n y lo n trico t crep e bik in i 
p an ty . 
Great with n ew ‘*h o t 
p an ts.” Wh ite an d asso rted p as­ 
tel*. Sizes 4, 5 , 6 an d 7. 


Lace ap p liq u e an d lace edged 
elastic leg o n dain ty n y lo n tri­ 
co t bik in i p an ty . Wh ite, maize, 
blu e o r min t. Sizes 4, 5 , 6 an d 7. 


Machine- Wash 
Seersucker 


Stripe Fabric 


Selected Handbags, 


Salesman's Samples 
One Day Sale! 


Spring Jewelry 


Warmly Lined 


Leather Gloves 
Famous Maker 


Scarves 


Usu al $4 to $6 ^ ! 
Sale Price 


A crisp blen d o f acetate a nd co tto n tha t 
wh isk s th ru su ds, an d 
bo unces ba ck brig ht 
an d fresh ! Perfect fo r spo rtswea r . . . lo r 
h o me deco ratin g, to o ! 
45 inches wide. 
Usu al $15 casu al bags. So me disco n tin u ed 
sty les, so me salesman ’s samp les, so me fro m 
o u r o wn sto ck ! 
Regu lar $3 
Fabrics — Stro u ss’ Lo wer Flo o r 
So ft feath er glo v es, in clu din g p igsk in grain s, 


h an d-stitch ed an d lin ed in warm acry lic 


k n it. 


Origin al 3.99 to $10, last p rice 2.66 to 6.66 
Acry lic k n it h ats, glo v es, scarv es an d sets. 
1.9 9 to 4.9 9 


Glo v es — Stro uss’ Ma in Flo o r 


Great selectio n Ro p es in 
America na an d 


Cha in. An tiq u e rep ro du ctio n s. Bracelets, 


Pins, co lo rfu l sto n e 
set fo r co stu me accen t. 


On e da v o n ly . 


Do u ble Kn its 
$3.9 9 y d. 
Usua l $7 to $8 y d. 
Po ly ester do u ble knits fo r a ll the la test 
fa shio n sty les. 6 0” wide a n ea sy -to -cere* 
fo r ma chine wa sha ble. 


Sp ecial Pu rch ase! No v elty 
p rin ted scarv es................... 
Fo rmer $8 to $18 ha ndba g s 
hi so ft, thick- 
na pped suede. Ma ny fring ed sty les. 


Ha ndba g s — Stro uss’ Ma ts Flo o r 


Origin al $12. last p rice 7.90 
mu lti-co lo r sh awls 
........................... 


Neckwea r — Stro uss’ Ma in Flo o r 
Jewelry — Stro uss’ Ma in Flo o r 
p 


Shop Mon. and Fri. 10 'til 9 - Other Days #til 5. 


Tappan 30 " Gas Range 


with Deluxe Features 
*2 7 9 


Model 30-1139 


Features a handsome back pane? light, time r and 


clock plus the convenience of sta y-cle a n ove n lin­ 


ers, an oven rotisserie a nd conve nie nt griddle . 


Lift ‘n’ lock top, lift-off oven door. Visua Ute (R) 


oven window and easy-clean roll-out broil« . 


Tappan 30 " Gas Range 


with Program Cooking 
*3 0 9 
Model 30-1161 


Featuring the exclusive "Cook and Keep” cooking 


that keeps food at perfect temperature until you’re 


ready for it! With stay-clean oven liners, ove n 


rotisserie, griddle. Clock, timer roll-out broile r, 


lift-off oven door, Visualite(R) oven window, lift 


V lock top and more! 


•price includes normal installation. 


Admiral Dual Temp 


Refrigerator-Freezer 
$ 2 2 9 


Model T-1313 


12 cu. ft. size that holds 88 lbs. of frozen foods, 


has 9.51 cu.-ft. general refrigerator space. Many 


convenient Admiral features, meat keeper, veg­ 


etable drawers . . . . a really great buy at this 


low, low price. Compact, great for apartments. 


Admiral No-Frost 


Dual Temp Imperial 
*3 2 9 
Model KNT 161 


Deluxe 16 cu. ft. size. No frost in the refrigerator 


or the freezer sections! Never needs defrosting! 


Roomy, yet takes only 30’* of wall space. Giant 


freezer section holds 153 lbs. White, avocado, 


copper and harvest gold. 


Major Appliances — Strouss’ Furniture Store , 


Lundy a t Pe rshing. 


Model 30-1129 


All the features you want most . . . . stav-clean 


oven liners, oven rotisserie, and griddle • Plus 


lift ‘n* lock top for easy cleaning, lift-off oven 


door, Visualite(R) oven window, back panel, clock 


and timer. Easy-clean roll-out broiler. 


THE SALEM HEWS 


Tappan 30 " Gas Ranga 


with Many Conveniences 


Special Purchase 


RCA Console Stereo 


The Fredericksburg . . . rustic Early American stereo 
console . . . . charming fumiture-style addition for 
any room! Features: solid state stereo amplifier, de­ 
luxe studiomatic turntable, feather-action tone arm, 
diamond stylus, 6 speakers, FM-AM-FM stereo radio 
tuner, record storage area. 


RCA Color TV Console 


The Markham contemporary television features RCA 
computer-crafted 
quality! 
Computer 
Crafted 
Color 
means better performance and the picture tube gives 
true to life color to the 23" diagonal measure picture. 
Automatic Fine Tuning pinpoints the correct signal, 
always. 


Save! RCA Stereo Consoles 
# 


Former 239.95 RCA FM-AM Radio 
Former 379.95 RCA 6-speaker 


Spa nish Pe ca n finish............... $188 
FM-AM. Colonial maple.......... 
$299 


Forme r 279.95 RCA FM-AM Radio 
Former 479.95 RCA 6-speaker 


conte mpora ry walnut finish.. 
$ 1 99 
FM-Stereo. Mediterranean... 
$349 


Te le vision* a id Ste re o - Strouss* Furniture Store , Lundy a t Pe rshing 


Shop Monday and Friday 9:30 'til 9 - Other Days 'til 5 
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One Day Sale! 


Coach House 
*109 


Usual 179.95 


Galvanized steel with rust-resistant finish. 


Roomy size 9’4” x 9’4” x ST* accommo­ 


dates large equipment. Steel entrance ramp 


included. Easy to assemble . . . wonderfully 


convenient! Special sale price Monday only. 


Housewares—Strouss’ Lower Floor 


One Day Sale! 


Rotary Mower 
*68 


Deluxe 20” rotary, 
aale-priced Monday 


only! With Vk Briggs k Stratton engine, 


side-chute discharge! 4-wheel height ad­ 


justment, heavy-duty zippered bag. 
All 


controls on handle. 


FASHION SAVINGS 
Famous Mako Pantie Girdle 
3" 


Usual 12.50 


Longleg pantie girdle with rigid controlling 


front pond and self-panels for derriere control 


Pink. Medium and large rise«. 


Foundations — Stream’ Mail Floor 


Special! Men’s Sweaters 


Usual $14 


and $15 


Nationally advertised sweaters . . . popular 


crew neck long sleeve models. Machine wash­ 


able imported lambswoot in winter white, 


maize, wheat, pine green, navy er Mack; Or* 


ton(R) acrylic in white, butterscotch, marine 


blue or black. Both in rizes small, medium, 


large, extra large. 


Men’s Sportswear—¿trews’ Mea k Beys Store 


Men’s Leather Goods 


From a California manufacturer ef men’s lea- 
0 9 9 
ther goods . . . wallets, card easts, tri-Wd 


wallets and money dipt. A9 hand-etttched 
Usual 7.50 Pa $12turned edges, all soft leather. Brown er Mack. 


Men's Accessories—Stroass' Men k leys Store 


Girls’ Flare Leg Pants 


Preferred solid colors, m art atripes and print 


patterns. All flare legs, some with elastic 


waist, soma side sip. 
2 22 


Rag. 2.99 


Girls’ Cotton Knit Tops 


Firm double knit tvnun mv* 
O 
{(>[• 5 ^ 
*ort Ifeem ran* rictv«l«M 
I w 
l 
a!color«. Hzh7 to 14. 


Firm double knit cotton tops . . . some with 
Great selection 


Girls wear—Strome’Meta FW 


Hoover Complete 
Floor-Core 


Shampoo-Polisher 


With the purchase of any Hoover upright 
er canister sweeper you may purchase a 
Hoover Shampoo-Polisher for just ........ $1 


Rugged Hoover 
Upright Sweeper 
64” 


Dependability from Hoover! 
Rugged up­ 
right model that beats as it sweeps as it 
cleans . . . gets out the deep-down dirt! 
With two-speed motor, 4-way rug adjust­ 
ment and large throwaway bags. 


Hoover Deluxe 
Slimline Cleoner 


4 
2 
1 
^ 
Modtl 2040 


Wonderfully convenient Hoover Slimline with 
automatic cord reel and tool storage rack. 
Includes complete set of attachments for 
above-floor cleaning. Rugged 840-watt mo­ 
tor. 


ONtar Hoover Modal« 
- 
- 
- 
- 
44.99 ho 96.99 


Rag. $1 pkg. Hoover 


Throwaway Bagt 
3 pkg*. 1.99 


(Handisac not included) 


Small Electrics—Strouss’ Lower Floor 


Matching Ottoman 
- 
24.95 


Furniture—Strouss’ Furniture Store, Lundy at Perehing 
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Specials for Babies and Tots 
" 
‘ 
* v":, fa. 
Former 4.50 Infants Crawler Sets. Soap crotch cotton corduroy evertHe 
with long sleeve polos in coordinated colors. Size« • and II months......... 
1.7S 


Former 1.19 Mittens and Gloves in washable, quick drying Orion (R) 
acrylic knits. Brightly colored patterns. For children ages S to < years. 
$0« 


Former 1.89 to 2.25 Cotton Corduroy Flare Leg Slacks for little girls 
sizes 2, 2 and 4T. Many colors to choose from...................................... 
97« 


Former 2.30 and 2.60 Bovs’ Cotton Knit Polo Shirts. Long sleeve, crew 
neck in stripes and solid colors. Sizes 6, 7, and t ........................ ....... 
1.48 


Former 2.99 to 4.99 Girls’ Dresses in crisp cotton and easy-care acrylic. 
Excellent selection in sizes 4, « and IX............................................... 
1.44 


Former 3.50 Boys’ Jackets. Nylon, zip front with hood. Assorted colors 
in toddler sizes 2, S and 4. ................................................................. 
i n 


Babvwear—Strooss’ Main Floor 


Misses' Sportswear Savings 


Usual 4.99 to 5.99 Short Sleeve Sweaters in good selection of styles. 
Sizes S, M. L........................... 
« .........................................sis 


Former 7.99 Bulky Acrylic Knit Cardigans and Pullover* 
..... 
5.99 


Original 5.99 to 8.50, Last price 4.99 to 5.38 
Cotton Knit Tops and Pants............................................... 


Original 5.99 to 9.99, last price 3.88 to 5.88 Skirts. 
Plaids, stripes, solid colors.............................................. 


$ 2 a« 4 $ 3 


Former 7.99 Nylon Pull-on Slacks. Extra large sizes. 
Assorted colors............................................................... 


Former 2 for $11 Acrylic Pull-on Slacks. Extra 
large sizes. Assorted colors. ............................... 


Former 2 far $0 Acrylic Pull-on Slacks in 
misses’ sizes. Assorted colors 
........... 


% 
/ 
. 
'* * * ' * r 
„ * f #. 
' 
* 
' V 
‘ 
; % 
v* . 


Misses Sportswear—Mate Fleer 


Shop Monday and Friday 9 :30 'til 9 - Other Days 'til 5 


Felt Buffing Pads 


Sava $100 Choice of Versatile Early American Groups 


Choose the sofa, lovese&i and chair . . . or sofa, chair and swivel rocker. 


Each in the charming Colonial styling with rugged nylon upholstery pro­ 
tected with Zepel(r), mellow maple trims. Small to splashy prints, novelty 


weaves or quilted fabrics. Plump reversible cushions. 


Scrubbing-Waxing 


Brushes 


Rug Shampooers 


S ch ool Men u s 


Salem Junio r and Senio r High 


Monday : Pizzaburger in bun, 
buttered corn, 
fruit 
cocktail, 
cake, milk. 
Tuesday : Hot dog 
in 
bun, 
baked beans, applesauce, milk. 
Wednesday : 
Salisbury Steak 


in bun, buttered green beans, 
peaches, milk. 
Thursday : Creamed turkey o n 
mashed po tato es, buttered co rn, 
fruit co cktail, ho t sandwich fo r 
elementary , co o kie, milk. 
Friday : Fish in bun, tartar 


table, apple crisp, bread, milk. 
Wednesday : Beef stew, apple­ 
sauce, pudding, bread, milk. 
Thursday : Ho t do g, buttered 
co m, po tato chips, cake, milk. 
Friday : 
Beef-a-ro ni, 
green 
beans, mix ed fruit, bread, milk. 
Beav er Lo cal 
Mo nday : Hamburger o n bun, 
buttered po tato es, carro t stick, 
cherry tart, milk. 
Tuesday : 
Spaghetti, meat 


Lisbon Social Notes 


By ESTHER DeTEMPLE 
Jr. of 135 Summit St. returned 
Thirteen members were pre-;this 
week 
from 
Philadelphia 
sent Thursday 
evening 
when wjiere 
attended the annual 
Gamma Zeta Chapter. Epsilon1 
.. 
. 4, 
D 
Sigma Alpha Sorority , met at convention of the Menswear Re- 
the home of Mrs. William Ash- tailers Association. The confer- 
ton, North St. Mrs. Robert Hart 
was co-hostess. 


RPC Housing 


Unit Reviewing 


Building Code 


out if the state was going to 
THE SALEM NEWS 
¡adopt and enforce a buildingj 
code. 
Saturday , February 13. 
13 
1971 


Milton C. Sell. RPC director, 
'said the state board of building 
standards advises that a “ mod- 
!el” code will be adopted by the 
The housing committee of the i state under provisions of 
the 
Columbiana 
County Regional I Ohio 
Revised Code, 
ence was the first for the local 
Planning Commission is in the 
However, the state's code will 
merchant who joined MRA iast process of reviewing the pro- serve only as a model for those 
vear. 


□ □ 
or 


Wednesday : Ham salad sand­ 
wiches, v egetable so up, crack­ 
ers, fruit bar, milk. 
Thursday : Ov en-fried chicken, 
sweet po tato es, whipped gelatin 
dessert with fruit, co o kie, bread, 
butter, milk. 
Friday : Crispy fish in bun, 
tartar sauce, baked lima beans 
fruit co cktail, 
celery 
sticks, 
milk. 
United Lacal 
Mo nday : Slo ppy Jo e, 
bun, 
y ello w wax beans, pickle slice, 
aprico ts, milk. 
Tuesday : Ho t do g, bun, po ­ 
tato chips, cream co rn, prunes, 
milk. 
Wednesday : Vegetable so up, 
crackers, co ttage cheese, bread, 
butter, pineapple slice, milk. 
Thursday : Creamed turkey , 
biscuit, 
lettuce salad, 
peach 
slices, co o kie, milk. 
Friday : To asted cheese, bak­ 
ed beans, cheese twist, fruit 
co cktail, milk. 
Lisbo n Elementary 


cell. 


sauce, pototo sticks, jello with sauce, cole slaw, applesauce, | 
During 
a 
business meeting 
fruit, pineapple for elementary , I milk, Vienna bread, butter. 
conducted by Mrs. Hart it was 
A, 
. 
„ 
milk. 
* I 
Wednesday : 
Italian sausage.(announced that the group will! 
‘ 
f °!le 
^ 
y i[Vse^ 
. 
. 
Fairfield - Waterfo rd 
trimmings, tri-taters. 
buttered travel to Columbiana Feb. 24 
flt lnt0 a slngle red blood ,_A^tl0n ° ; the code was tabled 
Tuesday Soaghetti with m eat ;8 reen beans, pineapple, milk. 
for a 
friendship night meeting " 
sauce, 
buttered 
peas 
sliced 
Thursday : Oven-fried chicken, j posted 
by 
the 
Gamma 
E ta 
peaches, bread, butter,’ 
jelly , j mashed Po tato es, gravy , lettuce; Chapter there, Mrs. Asmon, so- 
milk. 
s a lad , Jello. milk, bread, butter, i c ia j chairm an, discussed plans 
Friday : Fish square on bun. for a sociai eVent to be held 
French 
fries, 
buttered 
com, | ^ arch 25 in New Springfield, 
peach half. milk. 
Members of Gamma Eta will 
Ro bert By cro ft 
be guests 


meeting Thursday evening in 
the RPC office and decided to 
finalize the proposed code. 
Sell said it will be reviewed 
completely to assure that it will 
be an adequate workable code 
as far as the majority of the 
people of this county are con­ 
cerned. 
nosed building code for the un-sareas of the state wanting to* Members of the housing corn- 
incorporated areas of the coun- adopt and enforce such a code. m ittee are employ ed in mason- 
million 
viiuses fy . 
Sell said. 
¡ y 
plumbing, electrical, 
car- 
The housing committee con- pentry , real estate, government, 
in December in order to find sidered this information at its health and engineering fields. 


Monday : 
Macaroni. 
Cheese. 
Mrs. James Pezzano and Mrs. 
stewed tomatoes, buttered bread Edward TooJis presemed a 
cubes, applesauce, bread, b ut-|gram using 
^em e, "The 


reL> mI]k - 
... 
. 
. Roaring Twenties and 
Prohi- 
Tuesday : Chili crackers. cel- b i t i o nM r s 
Too(is disciJs.sed 
ery strips, 
fruit cup, 
cbeese: interesting events and new ideas 
sa^ j 
j 
rv. 
r • j 
u- l- which emerged during the per- 
Wednesday : Oven-fried chick iod 
8 
u,c 
en. mashed potatoes, lettuce sal-i 
, 
, . 
ad, Jello. bread, butter, milk 
Mrs Pezzano gave brief bi- 
Thursday - Pepper-patty , but-'ographical sketches of women 
tered noodies, peas, simple-si- of Ohio who gained fame dur- 
mon bars, bread, butter. 
milk.jln# ihe twenties. 
Friday : Beef stew, tossed sal- 
The hostesses served refresh 
ad. pear half, 
bread, 
butter, 
milk, 
fzeeto nia 
Monday : Hamburg sandwich­ 
es. baked potatoes, pickle slic­ 
es. apricots, milk. 
Tuesdav: Creamed chicken on 
biscuit, m ashed potatoes, but­ 
tered peas, orange juice, milk 
Chicken 
noodle 


ments from a buffet table dec­ 
orated in a patriotic theme, cen­ 
tered with an arrangement of 
red, white and blue carnations. 
The March 11 meeting will be 
at the home of Mrs. 
Jam es 
Mook, W. Lincoln Way , with 
Mrs. Pezzano as co-hostess. The 
program, “Laura, World War 


Even the best drivers sometimes 
fall victim to unavoidable acci­ 
dents. And when the choice is 
“Post bail or go to jail," you 
will be glad you have AAA’s bail 
and arrest bond protection to 
count on. It's one of many, many 
features 
of 
AAA 
membership 
Call today, and learn the other 
reasons you should join1 


JOIN r&V TODAY 


Wednesday : 
uucnen 
nooaie n Beile .. wi|, be presented b 
. 
. soup, crackers, ham salad sand Mrs 
Ashton 
Mr<? 
RahArt 
Monday : Soup, crackers, pea-¡wich.es. relish plate, pudding,! MacAleese and Mrs Felix Rut 
nut butter sandwich, 
pickle i milk 
rr « aii 
n 
• n k 
u 
Chips, cherry cobbler. m il* 
! 
Thursday : 
Beef 
stew, 
cole e ^ V m m L r s d e l ^ n f t S 
Tuesday : Pork loaf, buttered slaw, bread and butter, prune 
j m e m o r ie s o f ,h e w a r 
«a £ 
“ r 
bars, milk. 
Friday : Fish sandwiches, tar­ 
tar sauce, buttered green beans, 
applesauce, milk. 


A ll Reserv e 


License Plate 


Orders Must 


Be In By 


March 6th 


Members Only . 


COLUMBIANA 
County Motor Club 


It’s Smart To Kno w 
Befo re Yo u Go 


Village Green. Salem , Ohio 


337-8 717 


Main St.. Co lumbiana 4 8 3 -3 8 3 6 


2 1 9 E. 4 th St., 'E. Liv erpo o l, Ohio 


3 8 5 -2 02 0 


po tato es, carro t strips, baked 
apple slices, 
milk, 
buttered 
bread. 
Wednesday : 
Bo lo gna 
and 
cheese o n bun, buttered lima 
beans, fruit, milk. 
Thursday : 
Beef 
v egetable 
so up, crackers, 
jello , 
co o kie, 
milk, buttered bread. 
Friday : Fish o n bun, buttered 
green beans, o range juice, gra­ 
ham cracker, milk. 
So uth Range West 
Mo nday : Beef no o dle o r to ma­ 
to so up, meat o r cheese sand­ 
wich, co le slaw, cherry dessert, 
milk. 
Tuesday : Hamburg in bun, 
baked beans, applesauce, co o k­ 
ie, milk. 
Wednesday : Spaghetti, meat, 
buttered peas, peaches, bread, 
butter, milk. 
Thursday : 
Fried chicken, 
sweet po tato , mix ed fruit, cake, 
bread, butter, milk. 
Co lumbiana 
Mo nday : Macaro ni and cheese 
buttered peas, Geo rge’s dessert, 
bread and peanut butter, milk. 
Tuesday : Hamburger in bun. 
buttered green beans, dtus fruit 
salad, pickle chips, milk. 
Wednesday : Salsbury steak tn 
bun, buttered co m, celery stick, 
peaches, milk. 
Thursday : Ov en-fried chicken, 
mashed po tato es, grav y , mix ed 
fruit, 
co o kie, 
bread, 
butter, 
milk 
West Branch 
Mo nday : Beef rav io li, v ege­ 
table, pineapple, filled graham 
crackers, bread, milk 


Christian Church 
Plans Special Day 


To m ark Race Relations Sun 
day , the First Christian Church 
wiil welcome m em bers of the 
Third Christian Church of War­ 
ren as special guests Sunday at 


Ri» v 
T w» Koonce 
nastor of 
'March 
4 
meeting, 
Kil Mrs- B urre|l Reeder E. Wash­ 
ington St., will host the club. 


MRS. ROBERT MORRISON 
entertained associates 
of 
the 
Bide-A-Wee Club Thursday night 
at her home on Lincoln High­ 
way , east. Ten were present, 
A 
Valentine 
gift 
exchange 
was featured. 
Hostess prizes went to Mrs. 
Seth 
Phelps 
and 
Mrs. 
Roy 
Jam es. 
The hostess served lunch at 
the dining table centered with 
a large 
valentine 
heart 
and 
cupids. 
For the 
March 


the Warren church, receiv ed his 
B.S. degree fro m Wilberfo rce 
Univ ersity and his B.D. fro m 
Pay ne Seminary at Wilberforce, j ^.¡ub 
O. 
Two choirs of the guest church 
will sing ,and Rev. Koonce will 
speak. 


THE THURSDAY night Bridge 
was received at the home 
of Mrs. Kenneth Hiscox, Gar­ 
field St. Mrs. Ray Alexander 
was a guest. 


Rev. Harold Delteh is host 
pastor. 


Northwest 


County Court 


Two men appeared in North­ 
west County Court here Friday 
and were fined and given sus­ 
pended jjail term s for failure to 
relinquish their driver’s licenses 
and vehicle registrations to the 
Ohio Bureau of Motor vehicle. 
William B. Davis of 368 W. 5th 
St. and Dean W. Hippelv of RD 
3, Salem, were both charged un- 


Clunk. 
On March 11, 
Mrs. 
Gilbert 
Marshall, Sunset Dr., will en- 
1 tertain. * 


TWENTY-THREE WERE out 
for the meeting of the D of A 
Lodge, Thursday night. 
Mrs. 
Evely n McKenzie, 
councilor, 
presided. The charter was drap­ 
ed in memory of Mrs. Oliie 
Carnes. 
After routine business, a soc­ 
ial hour was held and lunch 
. . . . . . . 
, , 
was served. Prizes in 500 games 
der the state financial responsi- went t0 Mrs vi 
mia wi*H 


T 
a 
w ' 
O 
' T 
' . . 
ib 11 y a 
Wer8 
^ 
,n and Mrs Lela Stock and in bingo 
Tuesday : 
Mashed po tato es,|co sts and giv en suspended 3 0-||o Mrs My r|]e T(W[ a;](j 
bility law and were 
co sts and giv en s 
creamed turkey , mix ed v ege- day jail sentences 


Regular 65 c 
AQUA NET 
HAIR SPRAY 
1 3 o z. 


Playlex Tampons 


4 0 Co unt Reg. 
and Super 
$1 .29 


Flash Cubes 
WHITE SHIELD 


350 East State St. 


DISCOUNT 
STORE 


Salem, Ohio 


Anne Keuff. 
The group will meet again 
next Thursday . 
Mr. and Mrs. Jam es Pezzano 


SNOW ED In and Need 


To Do Your Banking, Why Not 


B A N K B Y M A IL 


Easy — Convenient — Safe — No Postage Required 


Bank Will Be Closed Monday, February 15th 
In Observance of President's Day. 


ST. 


NATIONAL BANK ^ 
OF SALEM, OHIO 
> ¡> 


A FULL 
SERVICE 
BANK 


Member Federal Depusit Insurance Co rp. 


FEBRUARY BATTERY SALE! 


High Voltage 
Wizard DELUXE 
Batteries 
36 MONTH GUARANTEE! 


Modern Design gives Up To 
4 0% MORS POWER! 
12 Volt Battery 


witH ,«h 
31C1650 
9 DAYS 


W.A.'s Wizard 
Battery Guarantee 


• H U K PiA C fM fM T ! H W nofd b attery »% f 
e« b* deftrtty « wifhtn 
90 d o ry* o l punch**», W A will repKX* it fftll1 
• TIMC GUAtANTiff Adfwt» tn*ftit of» er 9 0 day s prarotea an months 
Iread, bated an to g vim cyn o n t 
eichangv itllmg price' 
• NAflOMWfOf G U ilA N T tf! H e*» red b , uii W estern 
starts 


ONLY! 


S A V E 2 . 0 7 ! 
For m oil '5 5 -70 Chevrolet, '5 6 -70 
Plymouth, Dodge, Rambler & others! 
Regular 21.95 Value 
at Western Auto! 


Quick Start Wizard CHAMP Batteries 
G U A R A N T EED FO R 18 M O N T H S ! 


12 Volt . . . SAVE 2.51 
Regular 1 6 .95 Value at W.A.! 


For most 
'5 5 -70 Chevrolet; '5 6-70 Plymouth, Dodge, 
Rambler and many other car»! Save now during »alel 


6 Volt. . . SAVE 1.07 


Regular 13 .95 Value at W A .l 


Most '4 0-5 4 Chev., Dodge, Plym., & many otherti 
310015 


rytjW'. CHOPPED 46c 
V 
Standard 
Spark Plugs 
Reg. 85et 
39? 
M ost cars, truck» 
an d tractors! 
11245-75 


Brand New, PM 
WbwdVtHege 
Regalato« . . 


M o * co n , light 
truck», 1 price) 


CUT 52%! 
Stop-Rite 
Heavy Duty 
Broke Fluid 
Regular 69c 
3 3« 


5555» 


12 
e*. 


Phil Dwy er/ Dealer 
257 i. State St. 
Phone 337 - «604 
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THE SALEM NEWS Saturday, February 13, 1971 j finds that defendant is totally South Ronae Oucen 
_ _ . 
. 
disabled and has a total in- 
* 
^ 
come of $70 monthly from his 
pension check and under tho 


I circumstances is unable to sup­ 
port minor child of parties; 
relator’s petition is dismissed. 
Leetonia Kiwanians 
To Hear Speaker 


The Kiwanisi 
The Board of Public Affairs M s n R a ih i# ! f li/O r In 
lesday at 6:10; will meet Monday at 7 p.m. at ' 
D w U IIU U t V I III 
LEETONIA 
Club will meet Tuesday at a;IU wjn meet Monday 
pjn. at the United Methodist the town haI1. 
3 
" 
I n r te r Tsiptl ':roup53 °f campFire Giris Stabbing Incident 
n.Ln ‘ 8frtni* 
w 
, 
1 
’i will meet Monday at 3:30 p.m 
3 
w ! n J n f 
en* at tJle Presbyterian Church. 
Cletis Curtis, 25. of 548 Mary- 
lorcemeni. 
I ectonia Tonight- 
,and Ave ’ appeared 
in North- 
Members 
the Leetonia Po- ' 
8 
west c oun^y Court here Friday 
lice Department have been in- 
Basketball 
parents 
night, for arraignment 
and prelimi- 
v'ited as special guests. 
High School gym. 
nary hearing on a charge of as- 
_ 
- 
"~T 
sault with a dangerous weapon. 
Common Pleas Court - S h ir t s 3 
Pop Jackson’s restaurant on 
Divorces Granted 
jR 
S. & C. Truck Sales — I the Benton Rd. during which 
Margaret A 
Raymond 
from I Service, Inc., vs Kayco Truck- Curtis allegedly stabbed Milton 
Louis J. Raymond Jr.; gross ling Co.; case settled 
iPopa, 
24, of 450 Aetna St. in 
neglect; separation agreement! 
William M. Gough vs. Bureau tile stomach, 
approved: 
restraining 
order of Workmen’s compensation and 
Curtis was bound over to the 
terminated. 
the Sterling China China Co.;!grand jury and 
his bond of 
Marjorie Ann Watson 
from i case dismissed at plaintiff’s cost $1,500 was continued. 
Jack S. Watson; gross neglect.! 
Darla G. Moorhead vs. Gary; 
------------------------ 
separation agreement approved.'D. Moorehead; court finds de- C n m m o n P lo n c T n n r f 
Calvin L 
Wolford from Lil- fondant in contempt and sen-! 
lian Wolford: gross neglect: de- fences 
him to IO days in the C a s e B a c k lo a C u f 
fondants former name. Agnew, county jail. 
^ 
restored 
State of Ohio for Sharon Lee! CoIl,mbiana 
County Common 
Katherine C. Dyke from John Knight vs. Doy 
Lee 
Knight; 
jUrl^e.s17 Haymond 
O. Dvke; gross neglect: custody court finds that defendant owes p. Buzzard and J Warren Bef- 
-*• 
■ 
- a..*., 
— 
WM , 
. tis reduced the number of cases 
pending from 962 on Jan. I to 
rn Jan 
31. 


of four minor children award- dut.v to support minor child of 
ed to plaintiff; defendant order- parties and that relator needs 
ed to pay $57.50 per week to- ^ per week; clerk ordered to _, 
. . . 
. 
ward support. 
forward proper papers to cir- 
The courts disposed of 132 eas- 
Betty L 
McCullough 
from cud courf 
Hancock C ounty,;^ 
!j.e 
y 
cases ^ 
Jerry L McCullough 
groS w Va • 
further proceedingsi'5*™ rilvnr" ac,lons: 
— 
J a u n t i e r Reciprocal Support Act 
during the same period. 
1 
An analysis of the disposi 
neglect; custody of six minor 
children awarded to plaintiff: 
Eva D. Thompson vs. Samuel 
defendant ordered to pay $65 
Thompson; court finds that 
per week toward suoport. 


tions shows 64 cases tried to 
court including 22 contested di­ 
vorces and 32 uncontested, 
49 
cases dismissed. IO guilty pleas 
accepted before trial and nine 
cognovit and default judgments. 
Columbiana County had 
21 


- 
____ _____ —r r v,... 
defendant owes duty to support 
Lynda Kav Baumgardner from three minor children and that 
Darrell Baumgardner; 
gross relator needs $40 per 
week; 
neglect; maiden name, Cottrell, clerk ordered to forward pro- 


“ 
n d 
I 
* 
unumDi ana county naa 
ZI 
Wilma D. Brunner from Wa!- 
H a" for further cases pending in the Seventh 
don P Brunner; gross neglect; iproceedmgs. 
District Court 
of Appeals on 
custody of minor child awarded 
Pamela Ann Yost vs. Ken-; Jan. 31. 
to plaintiff; defendant ordered neth E. Yost; court finds de-* 
Clerk of Courts Carl L. Stacey 
to pay $20 per week toward sup fondant in contempt of court 
port. 
and sentences him to IO days 
Theron E. 
LaMoncha 
from in the county jail; sentence will 
Dorothy N. LaMoncha; gross be suspended upon the d e f e n d a n t ________________ 
neglect; separation agreement Paving arrearage of $666.80. 
I 
Located near Johnson City, 
approved. 
State of Oregon for Patsy W. Tex., Lyndon B. Johnson’s ranch 
New Entries 
Ward vs Virgil C. Pasco; court covers 400 acres. 


Lynn Cullar 
Lynn Cullar. daughter of Mr. 
and Mrs. Harold Cullar of Lynn 
Rd., North Lima, will be crown­ 
ed South Range High School 
basketball homecoming queen 
at tonight's game with Western 
Reserve. 
Her attendants will be Nancy 
Spickler, senior; 
Joyce Kerr, 
junior; 
Carol Sheely, sopho­ 
more and Carrie Slagle, fresh­ 
man. 
A homecoming dance will be 
held following the game. 


prepares the monthly judicial 
business report for the state 
supreme court. 


Shop af 


Every Day . . . 


Country Oven 
Sandwich 
COOKIES 


2 Lb rk,89c 
Prices Effective Thru 
Sat., Feb. 13th 


2227 East State 
Salem, Ohio 


ll I 


A 


SY 


Monday February 15th 9 a. rn. Till 9 p.m. 


Roil-Splittng 


Bargain! 


ODD LOT OF 
BEDS 


CHAIRS - 


'0 
Price 


SALE PRICE 


Flexsteel Early American 
Reg. Price 
Mr. and Mrs. Chairs ea. $198.00 ea. 9 8 , 0 0 


Flexsteel Brown Print 
Early American Chair __ 179.00 


Pontiac — Green 
Modern Swivel Rocker __ 155.00 


Pontiac Green Print 
Chair & Ottoman______ 189.95 


Flexsteel Traditional 
Print C hair___________ 200.00 


New Waterford 
Modern Gold C hair 
169.95 
- SOFAS - 


Flexsteel Gold & Black 
Reg. Price 
SALE PRICE 
Spanish Style Sofa __ $459.95 $222.00 


F lexsteel Ionise ( ushion, Green F loral 
Traditional_________ 540.00 


Kenmar 
Early American Sofa __ 345.00 


1 Maple — I Walnut 
Casard Book C ase 
44.95 


2 Only 
Walnut Cocktail Tables 19.95 ea. 
8.88 


288.00 


188.00 


ea. 22*00 


V/> 


- 
------ 
W M 
We Cannot Tell A Lie — 


These Are Honest To Goodness 
y / 
^ 
Real Buys! 


CLOSE OUT ON 


MARL 
DINETTE SETS 


Salem Appliance & Furniture 
545 last State St. 
Salem, Ohio 
Phone 337-3461 


Hays Gets Governor's Award 


Truth Above Partisanship, 


Gilligan Tells Newspapermen 


COLUMBUS, Ohio (AP) 
- 
John J. Gilligan told the Ohio 
Newspaper Association Friday 
night that both the press and 
public servants “cannot afford 
to 
let 
partisanship 
turn our 
heads 
f r o m 
the pursuit 
of 
truth.’* 
Addressing the group’s 38th 
annual meeting, Gilligan said 
public officials “must be care­ 
ful not to let partisanship steer 
our course for us.” 
And 
newspapers, 
likewise, 
‘must judge our acts not on the 
basis of the political party we 
belong to or the political philos­ 
ophy we espouse, but rather on 
their merits - or what they do 
to improve the quality of life we 
lead.” 
The governor said he does not 
judge his decisions on partisan 


basis, and does not believe they 
should be 
presented 
to 
the 
people that way. 
“What I am attempting to say 
is that our differences of opin­ 
ions and our philosophical 
or 
political labels should not, in 
fact must not, be allowed to in­ 
terfere in the conduct of our 
jobs,” Gilligan told the 250 pub­ 
lishers, 
news executives 
and 
their wives. 
GILLIGAN SAID there should 
be a “friendly adversary” rela­ 
tionship between public officials 
and the press. 
‘But I believe further that at 
no time can we afford to let; 
that relationship overshadow a 
far more important relationship! 
—our relationship to the people! 
we seek to serve.” 
Gilligan said he seeks the 


support of newspapers for the 
programs he will be presenting 
to the legislature. He said he 
also seeks honest, sincere opin­ 
ions and criticism. 
He said he is convinced Ohio­ 
ans can accomplish things that 
never were done before, 
but 
said such achievements will re­ 
quire “greater dedication on the 
part of our public officials” and 
“a better brand of journalism.” 
DURING 
THE 
BANQUET, 
Gilligan presented the 
annual 
Governor’s Awards to five dis­ 
tinguished Ohio natives, includ­ 
ing Rep. Wayne L. 
Hays of 
Flushing, Belmont County, who 
has represented the Ohio 18th 
congressional district for 
22 
years. 


Association. 
The ONA board expressed un­ 
animous support for open pub­ 
lic meetings of all bodies and 
agencies at all levels of gov­ 
ernment “for the fullest possi­ 
ble information of the public in 
a free and open society.” 


Rowley Re-elected By 


Ohio Newspapermen 


COLUMBUS, 
Ohio (AP) - j j 
Donald C. Rowley, 
president! 
and publisher of Rowley News-] 
papers, Ashtabula, was elected; 
Friday to a second term 
as! 
president of the Ohio Newspaper 


PEOPLES 


a 
SERVICE 


DRUGSTORES 


Salem. Okie 
LOW 
DISCOUNT 
PRICES 
on all 
Prescriptions 
Putting 
Things 
In 
Order 


In this age of medicare, social security and homes for the 
mged, sometimes people forget an important part of growing 
old— tranquility! 
* 


Yes, tranquility and peace are just as important in growing 
old gracefully as is sufficient insurance or all the other means 
with which we show our concern for the elderly. 


Have you ever noticed that old people have a knack of put- 
ting things in order? In fact, they need everything tidy, neat 
and sure. Certainly their greatest need is for peace and security 
— but this can come only when they are at peace with CodI 


If we want to reap the harvest of friendship with God tm 
our old age, then we must cultivate our relation with Him 
when we are young and able. Regular church attendance ani 
worship is your assurance of peace and tranquility during your 
own gentle lengthening years. It will be a heaven-sent reward 
and oui which you cannot, will not, want to mist* 


Copyright 1971 Keister Advertising Service, In t, Strasburg, Virgin* 
Scriptures rejected by the American Bible Society 


Sunday 
Mark 
10:17-27 


Monday 
Mark 
13:9-13 


Tuesday 
Luka 
10:23-26 


Wednesday 
M atthew 
13:1-1 


Thursday 
M atthew 
16:24-2* 


Friday 
M atthew 
18:1-6 


Saturday 
Matthew 
11:11-14 


List 
No. I 


. 
* 
-wv... T.wn in i lie juiem 
unaer I ne Auspices of \ 
Ministerial Association and Is Sponsored by the Following Interested Individuals 


and Business E stablishments: 
0 


UNITED TOOL & DIE, IN C 
FORDEES CORP. 
Dies — Tools — Jigs A Fixtures 
Salem. Ohio 


W ARREN MOLDED 
PLASTICS, INC. 
A Subsidiary of Buckeye 
International, Inc., Salem. Ohio 


VALLEY VIEW MARKET 
Corner Route 165 and Route 62 


Leetonia, Ohio 


SUBURBAN FOOD CENTER 
Carry Out Foods 
667 Newsarden Ave. 


THE BUDGET PRESS AN D 
THE CHURCH BUDGET 
ENVELOPE CO. 
Salem, Ohio 


HUBER AUTOM OTIVE PARTS 
ZIM M ER M A N AUTO SALES 
451 E. Pershing 


FIRESTONE ELECTRIC CO. 
Salem, Ohio 


ARBAUGH-PEARCE 
FUNERAL HOME 
1617 East State Street 


ED HERRON 
FOOD DISTRIBUTOR 
Lay’s Potato Chips, Frito’s, Coni 
Chips 


ROBERT SNYDER 
Road Oiling — Cold Mix 
Hanoverton, Ohio 
Phone 223-1913 


PAXSON M ACH IN E CO. 
Salem, Ohio 


SUPERIOR DAIRY, INC. 
Milk and Dairy Products 
Beloit, Ohio 
Ph. 332-1222 


E. P. LASKY COMPANY, INC. 
Saws — Machine A Cutting Tools 
R. D. 4, Salem, Ohio 


SALEM CONVALESCENT 
CENTER 
Professional Nursing Care 
Herbert E. Arfman Salem 332-1588 


170 North Lundy Avenue 


SALEM PLUMBING & 
• 
HEATING 


3 1 1 West rad St. — Phone 3 3 7 -3 Z SJ 


DUNLAP DISPOSAL CO. 
Refuse Collection 
RD I. Allen Rd.. Salem, Onto 
Phone 337-6156 


RILEY CONSTRUCTIO N CO. 
General Contractors 
311 W. 2nd 
Salem. Ohio 


DAN-DEE PRETZELS AN D 
POTATO CHIPS 
Leetonia, Ohio 


DAMASCUS METALS, INC. 
Quality Aluminum Extrusions 
Damascus, Ohio 


NEASE CH EM ICAL CO. 
Salem, OM. 


THE SALEM AUTO 
SUPPLY CO. 
511 E. Pershing St. 


SALONA SUPPLY CO. 
Went Pershing Street 


ELECTRIC FURNACE CO. 
Salem, Ohio 


SEKELY INDUSTRIAL TOOL 
•& MFG. INC. 
Salem, Ohio 


GOTTSCHALL 
TOOL & DIE, INC. 
Middletown Road 


TAYLOR'S COFFEE SHOP 


1 8 9 2 E. State St. 
Across from Community East Hospital 


QUAKER CITY 
CASTINGS, INC. 
Salem, Ohio 


BEVERLY FARMS 
MILK and ICE CREAM 
Phone Alliance S23-1260 


HARRIS & CO. INC. 
Label Manufacturers 
Commercial Printers 
1093 Cleveland St. 


E. W. BLISS 
HEAVY EQUIPMENT DIV. 
Salem, Ohio 


ZEIGLER TV 
Admiral — Sylvania 
160 S. Broadway 
Phone 132-4457 


THE FRANKLIN FURNITURE 
CO & CHERRY HILL CORP. 
Columbiana 


BELLOWS - VALVAIR 
Division of I B E c 
Salem, Ohio 


SALEM VALVE CO. 
Salem, Ohio 


UN IO N VALET DRY 
CLEANERS 
884 West State Street 
Phone 332-5522 


STORE HOURS 
Mon.-Tues.-Wed. 
10 a.m. *o 9 p.m. 
Tliur.-Fri.-Sat. 
9 a.m. to 9 p.m. 


PRICES EFFECTIVE 
MONDAY ONLY 


2401 E. State St. 
Salem, Oh* 


PRIC ES EFFECTIVE MONDAY, FEBRUARY 1 5 . 
1971 ONLY 


Quantify Rights Reserved 


Size 
3x5 


50 STATES 


W ITH A STEEL POLE 
AMERICAN FLAG 


$ 0 7 6 


i 
S P IR O A G N E W 
$A 76 
WRIST 
W H IL E 


S U P P L Y 
WATCHES 
LAST 
u 


Giniral Electric 
HAIRSETTER 


Model HCD-1 


18 nylon tangle free rollers in 
3 sizes. All rollers heat at same 
time to eliminate waiting. $776 


Walnut grain finish 
on polystyrene 


Modol 
T II6 0 


General Electric 
A M TABLE 
RADIO 
96 
$8 


Sale 
Rrice 
Price 
Your Choico 
Plastic 
COLANDER-CUTLERY TRA Y-M IXIN G BOWL 


27 O n ly 
t n 77 
n j e t 
FISHING ROD HOLDERS.............................. . 2 
22 
u w S E l.................. T 22* 
bar'sets... 
........ *3” 76* 


POL^LAMP 
M o d e l P M O a Z O n ly 
JJI7 
$ A 7 6 


Johnny Lightning 
. 
. ... 
FLYING JUMP............................. 
.:.4 " 
Romeo 


BOAT-NIK............................................ ! 3 
Anchor Hocking 
. 
_ . 


PUNCH BOWL SET............. .!4..° ."^ ........... ...?5 7S 
W oarovor 4, 6 or 8 Cup 
Your 
. 4J 


COFFEE PERCOLATOR............. 5.h.?.'.4*... 3 
a n d 'O ’ 


HANGING LIG H TS 
............. * 2 2 IB 


WONDER WHEEL 
Eloctrical 
HANDY BOXES.. 


21 O n ly 
S'! 27 


•i 


A 


ir 


R 


y 


IN OUR COMPLETE CLOTHING DEPT. 
IN OUR FAMILY SHOE DEPT 


SNYDER 
BAR STOOL 


30" Height 


MODEL 
KS-28 ^ 


Our Rag, 
Low 10.87 
i m ' wmmmmmmmmm 


î 
.... 
Ï 


A“ > 
• 
A 


AH 1 


r............. .. r 
Í 
1 


I- 
- f é 


« 
SNY 


f 
P O 
! SHI 
L’ 


DER 
A 
LE 1 


nr :i 


MODEL 
PC232 


Our Lowest Price Ever! 
First Quality 
Panty Hose 


$7 values 


O ur reg. 76c 


Stretch 
nylon 
mesh 
in 
A D ­ 
V A N C E F A SH IO N SHADES: 
cinnamon, taupe, beige, coffee, 
spice. Sizes A and B. 
Limit 4 pairs 
while quantities last 


LACE TRIMMED! 
GIRLS' NYLON 
TRICOT PANTIES 


Men's 
Suede Leather Chukka Boot 


Our Regular lew price *6.97 


Dark Dirty Buck split-leather up­ 


pers. Long-wearing crepe sole ar^d 


heel. 2-Eye styling. Sizes 


SA V E N O W on these advance Spring panties! Elas­ 
tic leg and waist band. White, pinlt, blue. Sizes 4-14. 
Limit 4 pairs. 


Fantastic! 


Half Sim ! 
Extra Silts! 
Spring Shifts 


O ur Reg. Low 


5.38— 6.00 Prices 
3.96 


THREE D A YS O N L Y *t 
/ 
J 
' 
this price. Advance spring 
polyester and c o t t o n 
{ 
dresses in strioes. dots. 
checks, pla 


Half sizes W/2-24l/| 


Extra sizes 44-52 


ig . g n v i. r 
.’. , 
. 
Y 
n r ^ T - , I J a J i I 
and c o t t o n 
J 
V 
* 
f 
f 
, 
J * 
stripes, dots, 


id$• 
/JSkM m L 


SOc holds in tayaw ay^ 


re n n n a 


$ 4 9 6 


Women's 
TWIN STRAP 
MOC BROGUE 


Our Regular low price ’3.97 


Tan s Tadow antiqued 
glove-i ft vinyl uppers. 
New Oblique toe and 
fashion heel. Tricot 
lined. Sizes 5 to 10. 
$022 


PHARMACY 


WASHINGTON’S BIRTHDAY 


Misses7 Knit 
Pant Tops 


Worth $1 


Better be hero early! These are 
first quality, cotton knit tank 
tops. 
Sleeveless 
with 
scoop 
neck. Black and fashion colors. 
S, M, L. 


Limit 2 while quantitios last 


Knitting Yarn 


24* LESS THAN OUR 
REGULAR LOW DISCOUNT PRICE 


Famous "Red Heart" Sayelle and Wintuk Orion‘acrylic 
ond all wool in tongleproof skeins. Preshrunk and moth­ 
proof. For sweaters, knit hots, afghans. weaving projects. 
All the new season colors included. 
4 ply, 4 ounce skeins. 


' "" J k T e fiA e n width« 


t»r 


Children's 
DRESSER SETS 


6 9 * 


Gibson-Thompson 
BRUSHES 


2 Styles 


•2.50 
VALUE 


Limit 2 


< 0 


2 9 * 


•1.50 VALUE 


Limit 2 


DAISY SOAPS 


*1.29 VALUE 


« 


6 9 * 


limit 2 


Velvet Touch 
WIG HEAD 


*2.69 VALUE 


% 


lim it 2 


SUPER CENTER PHARMACY 


Our Pharmacist is here to please you with fast, 


courteous service plus reliable preparation of 
your prescription. At Super Center Pharmacy 
you will always receive dependable service, low 
Discount prices and fast service. For your fam ­ 


ily's welfare come to SUPER CENTER PHARMACY. 


Born WILD and UNTAMED 


Dusting Powder 


û tL 
39* 
•1.00 VALUE 


Limit 2 


J1N 3D t a o n s 
b i l Ñ J } - 
3 J . N 3 D U 3 < s n s 
H 1 1 N 3 3 


¥$È 


TONGUES WILL WAG OVER THIS — A London 
firm has come up with “Dentist’s Chair” item. 


"A remarkably well-done animated comedy” was the verdict of contest judges. 


In the middle of his drawing and movie equipment, Cric looks over some film. 


BOUND FOR BURGOS — 
The city of Burgos, Spain, 
with its ornate gateway 
and buildings, was birth­ 
place of Cid, Spanish hero. 


A LIFE-LIKE LOOK—Those arms and legs “growing” out 
of a sculpture in Tyler, Texas, are attached to Mike Dan. 


SUBWAY OF LIFE—The route is the same, but not the trip. These passengers on 
e New York subway are in the same place, but in their own special worlds. 


C GOING AWAY UP? 


LENIN REMAINS AN ATTRACTION—Every weekday, summer and winter, thou­ 
sands stand in line to view remains of Vladimir Lenin in tomb (center), Moscow. 


I 
S THERE a “happy ending** coming up for Eric Gold­ 
berg, who has started out in manner of many a film 
script with the theme of “young-m an-in-a-hurry- 
reaches-the-top-in-the-movie-business”? Eric* at 15, re­ 
cently won second prize in the junior category of the 
1970 Kodak Teenage Movie Awards for his three-minute 
animated cartoon, “Up, Up and Away.” The judges 
praised it for a “number of imaginative sight gags . . • 
lots of action • • . very good animation. . . an excellent 
film.” The star of his cartoon is Norman Noodnik, who 
finds even a simple task like blowing up a balloon a 
major task. He uses a vacuum cleaner, tea kettle and 
balloon inflater, but nothing works out Eric is a sopho­ 
more at Cherry Hill Sigh School East, Cherry Hill, NJ. 
PIGEONHOLED—Unless this is a dog kennel or 
in need of fthqg lessons in this business office 
animal hospital, someone’s f 
in Prague^ Czechoslovakia. 


5 Months After Paine Resignation 
Money-Short NASA 
Still Without Director 


By HOWARD BENEDICT 
AP Aero space Writer 
SPACE 
CENTER, 
Ho usto n I 


majo r battle o v er funds to co n­ 
tinue dev elo pment o f a space 


/AP) - Fiv e mo nths after D r hu ttle’ a reuseable airplane- 
Tho mas 0. Pain e resign ed as 8 hn craft intended to ferry men 
an d su p p lies 
between earth and 
o rbitin g space 
statio ns. 
The 
shu ttle o rigin ally was to hav e 
been o p eratio n al in 
197 5 , but 
bu dget cu ts hav e delay ed 
this at 
least two y ears. 
In a recen t letter to the Sen­ 
ate’s Aero n au tical and Space 
Scien ces Co mmittee, Lo w wro te 
that “the Un ited States leads to ­ 
day in sp ace techn o lo gy ” 
but 
“we are rap idly lo sin g the cap­ 
ability that made u s first.” 


head o f the Natio n al Aero n au ­ 
tics an d Sp ace Admin istratio n , 
p residen t Nix o n has still to 
n ame a p erman en t chief fo r the 
mo n ey -sho rt agen cy . 
“We are at the p eril p o in t,” 
Pain e declared when he re­ 
sign ed the $3 7,000-a-y ear assign - 
men t in Sep tember to beco me a 
v ice p residen t o f Gen eral Elec­ 
tric Co . He referred to deep 
co n gressio n al cu ts in the NASA 
bu dget an d the lay o ff o f ten s o f 
tho u san ds o f techn ician s, en gi­ 
n eers an d man agers. 
At its p eak, NASA had 3 5,000 
civ il serv an ts an d a to tal o f 
420.000 p erso n s were directly in ­ 
v o lv ed in the sp ace p ro gram as 
co n tracto r emp lo y es. No w these 
figu res are do wn to 3 1.000 an d 
150,000. 
Co n gressio n al su p p o rt hit an 
all-time lo w last Ap ril after the 
n ear-disaster o f the Ap o llo 13 
missio n , abo rted n ear the mo o n 
becau se o f an o x y gen tan k ex ­ 
p lo sio n . 
The su ccessfu l lan din g o n the 
mo o n last week by the Ap o llo 14 
astro n au ts co u ld damp en so me 
o f the co n gressio n al o p p o sitio n , 
bu t mo re do wn -to -earth p ro jects 
are v y in g stro n gly fo r the bu dg­ 
et do llar. 
Nix o n n amed 
the agen cy ’s 
dep u ty directo r, Dr. Geo rge M. 
Lo w, 43, as actin g admin istrato r 
while he so u ght a rep lacemen t 
fo r Pain e. 
At least n in e p erso n s are re­ 
p o rted to hav e been co n sidered 
[in clu din g lo w, 
fo rmer 
astro ­ 
n au t Fran k Bo rman , who co m­ 
man ded the Ap o llo 8 mo o n o r­ 
bit missio n an d n o w is a v ice 
p residen t o f Eastern Air Lin es, 
an d three fo rmer Rep u blican 
co n gressmen who lo st races fo r 
Sen ate seats in No v ember. 
“No o n e seems to wan t the 
jo b,” a NASA o fficial said. “It 
was an attractiv e p o sitio n when 
the bu dget was ru n n in g clo se to 
$6 billio n a y ear an d Co n gress 
was frien dly . No w the bu dget is 
do wn to half that, an d an ad­ 
min istrato r has to sp en d a great 
deal o f time fightin g with Co n ­ 
gress fo r fu n ds.” 
Becau se o f the bu dget cu ts, 
three o f the p lan n ed Ap o llo 
mo o n lan din g flights hav e been 
can celed, 
leav in g 
o n ly 
three 
mo re, an d there is a p o ssibility 
o n e o f tho se also may get the 
ax e. 
Ap o llo 15 is schedu led fo r a 
Ju ly 25 lifto ff, with Ap o llo s 16 
an d 17 set fo r 1972. 
Lo w p resen tly is in v o lv ed in a 


Columbiana School 
Board Will Meet 
COLUMBIANA — Members o f 
the bo ard o f edu catio n will ado p t 
an n u al 
ap p ro p riatio n s 
when 
they meet at 7:3 0 p .m. Mo n day 
at So u th Side Scho o l. 
Also o n the agen da will be 
the emp lo y men t o f su bstitu te 
teachers, accep tan ce o f a bu s 
driv er’s resign atio n , an d wage 
adju stmen ts fo r su bstitu te n o n ­ 
teachin g emp lo y es. 


Patriotic Service 
Serv ice, civ ic an d co mmu n ity 
gro u p s hav e been in v ited to at­ 
ten d in 
u n ifo rm 
a 
p atrio tic 
serv ice, “Fo r Go d an d Co u n ­ 
try ”, to be held Su n day , Feb. 
21, at 7:3 0 p .m. at Co u lmbian a 
First Christian Chu rch. 
The wo rship will co mmemo r­ 
ate the birthday s o f Abraham 
Lin co ln an d Geo rge Washin g­ 
to n . 
Rev . C. E. Man sfield, p asto r, 
will sp eak o n “Hu man Bo n d­ 
age”. The three p o in ts o f his 
message can be fo u n d o n an y 
U.S. co in . Patrio tic hy mn s will 
be in clu ded in the serv ice, an d 
the Adu lt Cho ir will sin g “Bat­ 
tle Hy mn o f the Rep u blic” . 


Historians' Speaker 
Ran ger Hile o f Beav er Creek 
State Park will sp eak o n “Beav ­ 
er Creek Lo o ks to the Fu tu re” 
when the Co lu mbian a Co u n ty 
Histo rical Asso ciatio n 
meets 
Wedn esday at 7 p .m. at Heck’s 
restau ran t. 


Celery was a flav o rin g and 
medicin e u n til 1623 when it was 
first u sed as a fo o d in France, 
acco rdin g 
to Ency clo paedia 
Britan n ica. 


Our Fashion Fabric Sale 
Will Continue One Day Only! 
Ou r En tire Sto ck o f New Sp rin g Fabrics as well as Winter 
Merchan dise. 
Kn its, Co tto n s, Sy n thetics an d 
Wo o lens. 


‘SPRUCE GOOSE* EVICTED - The “ Spruce Go o se,” 
fsho wn in 1947 pho to ), the g ig antic 
eig ht-eng ine wo o den fly ing bo at which Ho ward Hug hes desig ned and pilo ted o n 
its o nly flig ht 
in 1947, has been ev icted. The IiOng Beach (Calif.) Harbo r Co mmissio n refused this week to 
renew Hug hes’ lease o n a 7 .2-acre site where the plane has been kept in a g uarded hang er fo r 
mo re than 23 y ears. 
(UPI Telepho to ) 


*»66 
■■ -St'S 
Hospital Reports 


■' 
" ♦ 
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COMMUNITY EAST 
Richard Stelts o f Leeto n ia. 
Admissio n s 
Jack Miller o f Lisbo n . 
Pau lette Hartley o f 185 Vin e 
Sally Lewis o f East Palestin e. 
Av e. 
Bren da Co o k o f East Pales- 
Mrs. Ro llie Esterly o f 
1303 tin e. 
Fran klin Av e. 


Pau l Beck o f RD 5, Salem. 
Mrs. Wilfred Clu n k o f 6 73 )6 
Wo o dlan d AVe. 
Jo hn Co almer o f 976 Jeffer­ 
so n St. 
‘ 
Dian e Semer o f Co lu mbian a. 
Mrs. Martin Co x o f Can field. 
Mrs. James Ball an d dau gh­ 
ter o f East Palestin e. 
Lin da Cu ster o f New Water­ 
fo rd. 
No rma 
Hen derso n o f East 
Mrs. Ro bert Kessel Sr. o f Lis-1 Liv erp o o l. 
Mrs. Jo hn M. Walters o f RD bo n . 
1, Ben to n Rd. 
William Dru mmo n d o f East 
Samu el Bu tch o f 1511 Map le p aiestin e 
Mrs. Marv in Widen er o f No rth 
Ken n eth Miller o f 578 Eu clid Lima 
St. 


Pal- 


Mrs. Jo e Pan zo tt o f 987 E. 
5 th St. 
Nicho le Smith o f 214 W. Wil­ 
so n St. 
Kelley Co n kle o f Calla Rd. 
Katy Co n kle o f Calla Rd. 


Fred R. Jen n in gs o f Lisbo n . 
Miss Ro se Pip er o f East Pal­ 
estin e. 
Ru ssell Green o f East Pales­ 
tin e. 
Mrs. Jerald Parker o f Lisbo n . 
Herbert Sp en cer Sr. o f Co - 
James May o f MC 22, In dian a lu mbian a. 
Av e. 
Mrs. Katherin e Bly the o f East 
Earl Shan n o n o f 6 12 Eu clid Palestin e. 
Av e. 
Discharges 


Ro bert Neff o f Lisbo n . 
Samu el Falco n o f East 
estin e. 
In fan t dau ghter o f Mr. an d 
Mrs. Dan iel Pasco o f Lisbo n . 
Mrs. Lewis To th o f Han o v er- 
to n . 
Gu y Peterso n o f Lisbo n . 
Mrs. Ray mo n d Oberho ltzer o f 
Co lu mbian a. 
Mrs. Ru ssell Albright o f Lee­ 
to n ia. 
San dra Su e Hin er o f Lisbo n . 
Richard Ho ffmeister o f East 
Palestin e. 
Mrs. Charles McCo y o f Co ­ 


lu mbian a. 
Melv in Nu lf o f Co lumbiana. 
Mrs. Ro bert Legztin o f East 
Palestin e. 
Larry Dearth o f Berlin Cen ter. 
COMMUNITY WEST 
Admissio n s 
Debo rah Sho n e o f 860 E. 14th 
St. 
Carl Miller o f 1873 N. Ells­ 
wo rth Av e. 
Pamela Nu tter o f 165 Hawley 
Av e. 
Fran k Chap p el o f 3 43 
E. 7th 
St. 
Mrs. Cliffo rd Farmer o f Co ­ 
lu mbian a. 
Willard Seibert o f Lisbo n . 
Karen Fitzwater o f 110 
W. 
State St. 
Discharges 
Ho mer Altho u se o f Salem RD 
2. 
Mrs. Orv ille Lake o f Salem, 
MC 1. 
Darlin da Gill o f 9 25 E. 5 th St. 
Ward Eckstein o f 1215 J en­ 


n in gs Av e. 
Richard Baker o f Salin ev ille. 
Mrs. An n etta Co u rtn ey o f Lis­ 
bo n . 
Mrs. Willard Clark o f East 
Liv erp o o l. 
Mrs. Earl Blasiman o f Salem 
RD 1. 
An drew Ban ker o f 492 Wash­ 
in gto n Av e. 
Mrs. No rman Dy ke o f Ro g­ 
ers. 
ALLIANCE CITY HOSPITAL 
Admissio ns 
Go erge Whitman o f Salem. 
Do n ald Seidn er o f Leeto n ia. 
Discharges 
Charles Fin k o f Belo it. 
Mrs. Jack Keen an o f Belo it. 
Mrs. Harry Pin gsto ck o f Ken ­ 
sin gto n . 
Mrs. Pau l Bu rgess an d so n 
o f Belo it. 
BIRTHS 
COMMUNITY EAST 
Dau ghter to Mr. an d Mrs. Ro y 
Jo hn so n o f 
35 6 E. 3 rd St. Fri- 
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day . 
Twin so n s to Mr. an d Mrs. 
Charles Tieche o f Can field, Fri­ 
day . 
Dau ghter to Mr 
an d Mrs. 
Perry Gu y o f Co lu mbian a, Fri­ 
day . 
Dau ghter to Mr. an d Mrs. 
Samu el H. Lan ders o f New Wa­ 
terfo rd, Friday . 


Matter of Fact 


Brax il’s Kraho In dian s p arti­ 
cip ate in gru elin g lo g races as 
a 
semireligio u s sp o rt. 
Lo gs 
weigh fro m 20 to 200 p o u n ds an d 
teams ru n with them fo r dis­ 
tan ces o f two an d three miles. 
Dalight sav in g time was first 
established by Co n gress in 1918 
an d 1919 an d was remo v ed u n til 
the en actmen t 
o f 
“wartime” 
fro m 1942 thro u gh 19 45. 


PLUMMER DIEHL 
EXTERMINATING CO. 


"O ve r 30 Y ears Experience" 


• TERMITES A N D OTHER W O O D DESTROY­ 


ING INSECTS CONTROLLED BY “THE 


EXTERMITAL" PROCESS 


• ROACHES - RATS - MOTHS - BEDBUGS 


• FHA & V A INSPECTIONS 


« ESTIMATES FREELY GIVEN 


• RESIDENTIAL - COMMERCIAL 


• INDUSTRIAL CONTRACTS 


• FRANCHISE OPERATOR FOR 
CO LU M BIAN A A N D M A H O N IN G COUNTIES 
Your Sign of 
Guaranteed Service 


M E M B E R . 
O H IO 
P E ST C O N T R O L 


A S S N . 


8 3 8 N. Lincoln A v e . 
Locally O w n e d and O p e ra te d 
Salem. O h io 


PRESIDENTS DAY SPECIALS 
FREE PARKING 
BIG 12-HOUR SALE 
9 a.m. to 9 p.m. 
Monday Only! 


1 2 -H o u r S u p e r Sp e c ia ls - S h o p A ll D e p ts. fo r B ig S a v in g s 


SAVE 55% 


Powermaster 
FLASHLIGHT 
BATTERIES 


Rtf. 2/49< 


Httty 4tfy 
- g ^ 
( 


1-1/2 v.lt 
I (lit 
.m. jB .it. 


L ia it i t i i Customer 
11 


SAVE to 57% 


Craftsman 


sa v e :: 8 0% 
YOUR CHOICE 
19each 
Craftsman 
EXPANSION BIT 
Crtlfsm tt 
R #g . 
wood bering 
•xpansion bit 
99t 
6 ' TAPE MEASURE 


1/2 " i6 ' ttM 
R #9* 


Manual receil 
49t 


SAVE ¡Í 66 


IASSORTED RU EIS 


lt|. $1.89 tt $3.19 


YOUR 9 I 3 3 
CHOICE * 1 


SAVE 42% 


VACUUM 
BOTTLES 


Pint 
Size 


Reg. 
$1.99 


Ivst rosistMt 
* 1 « O i" 
Stap p ar * 1 
1 8 


Assorted 
HAMMERS 


Rtf. $1.99 tt $ 3.99 


YOUR $ 1 3 3 
CHOICE 
A 


SAVE over 50% 


YOUR S 
H 
H 
CHOICE 


SPINNING ROD 
Rt|. $ 10.99 


Li|kt « l i t i IIMr|MSi 


'T 'r t t 44 


lap. $ 7.99 
*• 


SAVE 30% 


GAS 
UNE 
ANTI 
FREEZE 


Reg. 25t 


Kaaps fuel 


lint, pump 


and (arbitrator 


fraa of ita. 


5 
, , r 
8 7 


SAVE 40% 


PANTY HOSE 
Reg. $1.29 


Ona size fits all. 
100% Nylon. 


Super stretch, 


super fit. 


I.7 6 
SUPER SPECIAL 
Perma Press Sheets 
"Kism et" Percale 


SAVE 
$ 4 1 9 4 
$2.05 
£ 


$ 0 5 7 


Twin Flat 
or Fitted 
Reg. $4.99 


Full Flat 
or Fitted 
Reg. $5.99 


SAVE 
$2.42 


Pillow CASES 
Î I « >3 . « 2 h r ’2” 
SAVE $21.95 


19" Hick/White 
PORTABLE TV 


Rep. $109.95 


VNF-UHF 
184 sq. In. 
screen 
5" spanker ’ 8 
8 


SAVE 61% 


"INDIGO MOON" 
Dinnerwara 
47 pc. 
set for 8 


was 


$49.95 $19 
47 


Stereo 
RECORD ALBUMS 
Vili» ft INT ^9 9. 


$4.98 


Albums by popular artists-- 


Tiny Tim, Sandy Nelson, 


Ray Anthony, Eden's Children, 
Billy Cramer and Others. 
7 6 


SAVE 33% 


Ironing Table 
COVER and PAD 


No-stick Teflon coated 
cotton cover. Cotten-rayen pad 


SAVE 6 3% 


CAN 
OPENER 


Vacuum Grip 


Rap. $7.99 


Opans cans 


quickly. 


Molds to countertop. 


SAVE » 40% 


Craftsman 
3/8" DRIVE 
SOCKETS 


Asserted sizes 


YOUR 
a 
* 
l » 
t 


CHOICE 66 
ancb 


SAVE 33% 


Men's 
and Boys' 


SWEAT 
SHIRTS 


Short Sleeves 


Reg. $1.99 


33 


each 


YOUR % 
CHOICE 1 


SAVE $60.00 


7 HP 
15.0 cu. In. 
Engine 


RIDER MOWER 


Reg. 
$ 459.95?399 


SHOP AT SEARS AND SAVE 


Sctlsfnctia« Guaranteed or Your Money Back 
165 S. BROADWAY, SALEM, OHIO 44460 
PHONE 


Sftrt Httrt: Mot., Erl. 9 ft 9. All Othtrs 9 ft 5. 
337-9921 


TOLL FREE CALLS 
from Columbiana 482-3777 
from Hanoverton 223-1012 


Sa le m Ha nde d 5 6 -44 Se tba c k By Liv e rpool In Big 8 


M ' s 2 7 


Pace Losers 


Qua k e rs Ente rta in 


Youngs town Tonight 


Bv MARK W. MILLER 
News Sports Editor 
Unable to dent E ast Liver­ 
pool’s stingy defensive effort 
caused Salem High School 
to 
bow 56-44 to the Potters in an 
Ohio Big 
8 tilt in the river city 
last night. 
For three quarters, the Quak ­ 
ers allowed the Potters to set 
the tempo of the contest and 
when the Red and Black did 
rally in the final eight minutes 
of action it was too late. 
The Quak ers took their only 
lead of the contest early in the 
first quarter, when Jim Shoff 
connected for a free throw. 
E ast Liverpool took over con­ 
trol of the game for several 
minutes as it tallied 12 straight 
points. With 24 seconds left to 
go in the session, 
Bob Dalev 
made a push shot for Salem’s 
first bask et. 


** mk 


Hollwa y Is Ca rds ' Coa c h 


By PAUL LE BAR 
Associated Press Sports W riter 
ST. LOUIS (AP) - Bob Holl­ 
way says it was an “opportunity 
to win’’ that led him Friday to 
become the 23rd head coach of 
the St. Louis Cardinals, a team 
with budding National Football 
League title aspirations. 
The 45-year-old Hollway, his 


candidacy for the post given lit­ 
tle mention, was named to suc­ 
ceed Charley Winner by Card 
owners Stormy and Bill Bidwill. 
“ We think in Bob Hollway we 
have the m an who can tak e us 
into 
the 
playoffs,” 
Bill, 
the 
younger of the Bidwill brothers, 
said. 
Hollway, brim m ing with con- 
Clippe rs Ra lly 
For 6 7 -5 2 Win 


Columbiana High School 
ral­ 
lied in the second half to clip 
Minerva 67-52 in a Tri-County 


Dave Kyle connected for the 
Potters as the buzzer sounded 
to end the quarter and East 
Liverpool was out in front 14-3. 


SALEM TRIED NINE shots 
during the period, compared to 
17 for East Liverpool. The Pot­ 
ters established supremacy of 
the boards early in the game 
and outrebounded the Quak ers 
51-32. 
In the second quarter, Salem 
matched E ast Liverpool’s scor­ 
ing as the schools 
tallied 
11 
points apiece. At intermission, 
the Potters held a 25-14 margin. 
Three quick bask ets at the 
start of tiie third quarter saw 
the Potters lead dwindled to 25- 
20. Two free throws and a bas­ 
k et increased E ast Liverpool’s 
lead to nine points. 
Bob Rutk ousk y scored for Sa­ 
lem, then E ast Liverpool con­ 
nected three tim es for a 35-21 
lead. The Potters held a 37-22 
margin as the period ended. 
Down by 17 points early in 
the fourth quarter, Salem spurt­ 
ed for 16 points, while holding 
East Liverpool to six and the 
Quak ers narrowed the deficit to 
45-36. 


Shoff, held to 13 points dur-j 
ing the first three periods, al-| 
most single handedly put the 
Quak ers back in contention dur­ 
ing the final period as he scor­ 
ed seven bask ets for 14 m ark ­ 
ers. 


BOB HOLLWAY (r.), 45, former assistant coach at Minneso­ 
ta, was named head football coach of the St. Louis Cardinals 
football team. Bill Bidwell (1.) vice president of the Cardinals 
made the announcement of Hollway’s appointment Friday. 
(UPI Telephoto) 
Lis bon Drops Tilt 
To Pola nd 6 0 -4 7 


Lisbon High gave Tri-County 
League leader Poland a trem en­ 
dous battle before it went down 


cent. 
Wayne McDevitt spark ed the 
_. 
i Blue Devils with 13 points. Dave 
fighting 60-47 in a contest at the Ward collected 12 and Rick Pit- 


Su 
n Viu 
u 
ZT1i a y- 
il • 
tenger had n . Robert Baird took 
bulldogs chalk ed up their sconjng honors for the Bulldogs 
13th win m 
4 starts while the | with 
24 m ark ers. 
Blue Devils lost for the seventh 
time in 15 tries. 
Poland took a 14-13 lead in 
the initial period, but Lisbon re­ 
taliated to tak e a 28-26 margin 
by intermission. The Bulldogs 
moved out to a 41-36 lead by the 
end of the third stanza. 
The Blue Devils attem pted 60 
shots and made 22 for 36 per 
cent. Lisbon sank three of five 
foul shots for 60 per cent. Po­ 
land tossed in 14 of 16 from the 
foul line for a sizzling 87 per 


In the reserve game, Poland 
edged Lisbon 37-32. 


POLAND 
Davis 4-3-11, Baird 9 -6-24, Sul­ 
livan 3-3-9 , Fender 3-2-8, Rose 
4-0-8. Totals 23-14-60. 
LISBON 
McDevitt 6-1-13, Pittinger 5-1- 
11, Dave Ward 6-0-12, Pik e 2-0-4, 
Snyder 2-1-5, Mik e Ward 1-0-2. 
Totals 22-3-47. 
Poland 
.........................14 26 41 60 
Lisbon 
..........................13 28 36 47 
India ns Topple 
Be a v e rs 5 7 -3 9 


, 
Continuing 
to 
add 
to 
the 
Only three other P ayers'w ere sch 
00i’s best record ever, South- 
able to tally for the Red and 
T 
. , . 
, „ 
. 
Black throughout the contest. |er!? 
. tnm i? ed Beavj-r Lo- 
Bob Daley chipped in with eight 
57-39 in a Buck eye Border 
points, Rutk ousk y had six and Cor|ferenf® c!?sh at the Beav‘ 
Howard Jesk o made three. 
ers cour* Friday. 
The Indians, who end their 
THE 
PERFORMANCE 
was I regular season at Carrollton to-1 
without a doubt Salem’s most 


shots and m ade 17 for 33 per 
cent. The Beavers made five of 
17 free throws for 20 per cent. 
Terry Kellison spark ed South­ 
ern Local with 12 points. Keith 
Grimm netted 1#. Rick Shep­ 
pard paced the Beavers with 
11 
m ark ers. 


unimpressive of the season. The 


, 
, 
_ 
. . 
The Beavers’ junior varsity 
night, chalk ed up their 
11th w in, posted a 38-36 victory over 
the 
in 17 starts. The Beavers bow-, jndianS* reserves. 
Quak ers chalk ed up 22 points in ed for the 14th time in 15 tries. SOUTHERN LOCAL 
the first three quarters, then 
Southern took a 12-8 lead in 
singleton 2-1-5, Grimm 4-2-10, 
finished with a 22-point effort the first quarter, held a 28-19 Leek j_4_^ Faloba 4*°*8’ Kelli’ 
in the final eight minutes of ac- m argin at halftime and a 41-24 
j son 5.0 4 2 , Needham 4-0-8, Ran- 
tion. 
lead at the end of the third ses- dolph 
2-2-6, Lock hard 1-0-2. To- 


According to fans leaving the !sion' 
/ 
I tals 24-9 -57. 
beautiful Liverpool gym follow- 
From the field, Southern con- BEAVER LOCAL 
ing the contest, it was by far nected on 24 of 62 shots for 39 
Sheppard 4-3-11, Linville 3-2-8, 
the Potters best showing of the ! Per cent- The Indians tossed in Hall 4-0-8, Linger 3-0-6, Horger 
nine of 15 from the foul line for 
.................... 
campaign 
Two of the Potters’ sta rte rs 
!60 *** cent 
weren’t even in uniform because 
Beaver Local 
attem pted 52 
of injuries. E ast Liverpool at-1 
tempted 58 shots and m ade 22 
for 37 per cent. The winners hit 
on 
12 of 20 from the foul line 
for 60 per cent. 
It was E ast Liverpool’s eighth 
victory in 15 starts and the Pot-1 


3-0-6. Totals 17-5-39 . 
Southern 
Beaver Local 
12 28 41 57 
8 19 24 39 


Knic k s Drop 
6 th In Row 
In NBA Ga me 


ters are now 2-3 in league com- L 
petition. Salem dropped its 
10th | 
game in 16 tries and is also 2-3 
TUES. MIXED DOUBLES 
in the loop. 
Frostop put together the high 
Coach John Cabas said, “ This ¡earn series 787 - 842 - 812 - 
is without a doubt our poorest 
0 ^her hl 
8h “ ts .w erei ? U- 
showing of the season, and that ^ by J 
ous* ! * H*ndr(>n 
' 
three points in the first quarter 
811 - 807 
3 
on?mpS 
0 S V 
probably a record for the 
781 “ 70 
' 
2,325, 


Culler 222, Paul Beery 219 , Tom 
Yarwood 215, Bud Kells 201 and 
Jerry Beiling 19 9 . 
STANDINGS 
Team 
Zimmerman’s 
Timberlanes 
Lincoln Machine 
Haldi’s 
Camps Service 
Frostop 
House of Hendrons 


Hauldren 8-1-17, Headley 2-3-7, 
Douglas 5-3-13, McGeehan 1-1-3. 
Totals 22-12-56. 
Salem 
3 11 8 22 44 
Liverpool 
14 11 12 19 56 


Hoods Auto Wash 
Gordon Scott’s 


W. 
14 
14 
13 
12% 
12% 
12 
12 
11% 
11 
11 
10% 
10 


South Ra nge 
Pos ts 7 7 -5 8 
Ca ge Vic tory 


is probably a 
, „ ,. 
fewest scored bv a Salem team 
s 
? " 
qiq 
7ao 
in any period 
since 
I began 2,312 and Stahlhebers 818 - 742 - 
coaching here in 19 51.” 
701 — 2’261* 
Salem tried 61 field goals 
andi 
Barb Barnes posted the indi­ 
made 17 for 28 per cent. The vidual high series 
213-212-169 
Quak ers hit on 
10 of 20 
from - 59 4. Marilou Culler followed ^•A 
^ 
1001infe 
the foul line for 50 per cent. 
with 187 - 19 2 - 185 - 564, Aedrin Stahmebers 
The Quak ers will entertain Lane 201 - 157 - 161 — 519 , Jo TTr(nyn s °h 
t 
Youngstown South in a contest Hood 146 - 19 2 - 167 — 505, Bren- 
at Senior High gym 
tonight, da Hawk ins 144 - 19 0 - 165 — 
The W arriors dropped a 60-46 49 9 , and Mary Heim 148 - 159 - 
decision to Youngstown E ast 182 — 489 . 
Friday. 
Barb Barnes chalk ed up a 213 
SALEM (Varsity) 
high game. Other high games 
Daley 3-2-8, Shoff 11-5-27, Jes- were bowled by Aedrin Lane 
k o, 1-1-3, Wooding 0-0-0, Rut- 201, Jean G nm stad 19 4, Jo Hood 
k ousk y 2-2-6, Botu 0-0-0, Frank s and Marilou Culler 19 2, 
Betty 
0-0-0, Cranmer 0-0-0, Campanel- Kirchgessner 191 
and 
Brenda 
li 0-0-0, Davis 0-0-0. Totals 17- Hawk ins 19 0. 


f a c t iT V P R P nni 
TouSh sPares w ere m ade by 
EAST LIVERPOOL 
,3 Grimstad 5-6 and 2-6-10, K. 
Capewell 34-10, Kyle 
3-0-6, Feiler 4.5 A Bennett 5- 9 - 1 0 , 
G. Melow 5-6 and 2-7, E. Heim 
5-6-10, B. Heim 3-10 (3 tim es). 
MEN: 
Robert 
Kirchgessner 
posted 
the individual high series 19 3 - 


BUTLER, Ohio (A P)-W EW S-i 246 * 228 “ J 
6,2™Eu£ e0ne ? i ller 
TV erf Cleveland took top honors °^ovveG wltb 
188 ' 222 * 212 
_ _ ___ 
^____ 
w 
in the 6th annual Ohio Commun- 
1622, Tom Yarwood 215 - 19 2-200; margin at halftime and a 66-39 
ica tio ns Giant Sla lo m at Clear | - 607, Jerry Beiling 166 - 185 - 
................ 
Fo rk Ski Reso rt. NEWS news 119 9 - 550, Jim Shirley 188 - 19 4- 
sta ffers Terry Gra f took the 158 — 540, and Bob Banar 169 - 
mens’ div isio n a nd Susa n Sta rr I 
77 - 19 4 — 540. 
the wo men’s title in competition j 
R. Kirchgessner chalk ed up a 
a mo ng members o f the news 246 
high 
game. 
Other 
high! led the Blue Jays with 22 mark - 
media . 
games were bowled by Eugene ers. 


South 
Range 
High 
School 
k nock ed off Jack son-Milton 77- 
58 in an Inter-County League 
contest at the R aiders’ gym F ri­ 
day. 
It was the ninth win in 16 
games for the Raiders, while 
the Blue Jays lost for the 13th 
time in 15 outings. 
The Raiders took a 19 -14 lead 
in the first quarter, held a 40-25 


By THE ASSOCIATED PRESS 
New York and Atlanta, riding 
National Bask etball Association 
elevators in opposite directions, 
passed each other and k ept 
right on going Friday night. 
The stumbling 
Knick s 
had 
their losing streak extended to 
six games, dropping a 125-116 
decision 
to 
the 
ram paging 
Hawk s, 
who took their 
fifth 
straight. Atlanta has won seven 
of the last nine and New York 
has dropped seven of its last 
nine. 
Elsewhere in the NBA Friday 
night, Detroit tagged Philadel­ 
phia 118-109 , Boston topped Bal­ 
tim ore 
113-109 
in 
overtim e, 
Phoenix dumped Cleveland 114- 
105, Chicago routed Los Angeles 
107-88, Portland slam m ed Seat­ 
tle 137-125 and San Francisco 
bounced Cincinnati 133-119 . 
In the American Bask etball 
Association, Indiana took Pitts­ 
burgh 
120-109 , 
the Floridians 
topped Texas 114-111, Kentuck y 
defeated 
Denver 
142-138 
and 
Utah tripped Memphis 113-102. 
The Hawk s, trying to catch 
Cincinnati and a playoff berth in 
the NBA’s Central Division, got 
a combined 9 4 points from Walt 
Bellamy, 
Pete M aravich and 
Lou Hudson to wear down the 
Willis Reed-less Knick s. Reed 
rem ained in New York to rest 
his ailing left k nee. 
Bellamy, without having to 
worry about Reed, poured in 33 
points and grabbed 18 rebounds, 
dominating 
the 
back boards. 
M aravich had 31 points and 
Hudson 30. 
The Knick s, leaders in the At­ 
lantic Division, lost no ground 
despite 
the 
defeat. 
Pursuing 
Philadelphia was k nock ed off by 
Detroit. 
The Pistons used a flurry of 
three straight bask ets by Jim ­ 
my Walk er in the third period 
and three straight by Dave Bing 
in the fourth to pull away every 
time 
Philadelphia 
closed 
the 
gap- 
Bing had 27 points and W alk er 
and Bob Lanier 24 each for the 
Pistons, fighting to hang on to 
second place and a playoff berth 
in the Midwest Division. Billy 
Cunningham 
had 
26 
for 
the 
76ers, who remained 2% gam es 
behind the Knick s. 
Boston wiped out a 14-point 
Baltimore lead in the second 
half and defeated the Bullets in 
overtime. John Havlicek scored 
21 of his 36 points in the second 
half and hit five more in the ex­ 
tra period to lead the comeback . 
Dave Cowens had 
20 points and 
20 rebounds for the Celtics. 
Dick Van Arsdale’s 24 points 
led 
Phoenix 
past 
Cleveland. 
Clem Hask ins added 23 for the 
Suns including eight in the third 
period as he and Neal Walk 
brok e open a tight game. Walk 
had nine in that quarter. 
Chicago ran off 
12 straight 
points early in the fourth period 
to tear away from Los Angeles. 
Jerry Sloan’s 23 points led the 
Bulls while Jerry West was held 
to seven, mak ing only three of 
19 shots for the Lak ers. 


& WINES 
7% 
We Sto ck Bo th 3 .2 a nd 
Beer Fo r Ca rry o ut 
Do mestic & Impo rted Wines— 
Cha mpa g ne a nd Beers! 
SUPERIOR MILK 
Full Ga l. 99c 


lead at the end of the third ses­ 
sion. 
Gary Centafanti spark ed the 
winners with 22 points. Ken Wil­ 
liams netted 16. Charles Corbett 


Open Mo n., Thro ug h Sa t. 
Until 10 P.M. 


Clo sed Sunda y . 


CRAWFORD’ S 
DAIRY 
CARRY-OUT 
279 W. 4 th S t. Sa lem. O. 


League contest at the Lions’ 
gym Friday. 
The Clippers posted their 
11th 
win in 15 starts. The Lions are 
now 5-10. 
Minerva took a 21-20 lead in 
the first period and held a 31-29 
margin 
at 
intermission. 
The 
score was tied 4343 at the end 
of the third quarter. 
Dan Reash paced Columbiana 
with 
19 points. 
Kevin Goist 
chipped in with 19 . Jim Hard­ 
man led Minerva with 12 m ark ­ 
ers. 
In the junior varsity contest, 
Columbiana k nock ed off Miner­ 
va 49 -46. 
COLUMBIANA 
Goist 6-4-16, Reash 6-7-19 , G. 
Richardson 1-1-3, Antram 
0-2-2, 
Ossoff 1-0-2, Schmidt 1-24, Lu- 
dolph 4-0-8, J. Richardson 6-0- 
12, Stephens 
0-1-1. Totals 25-17- 
67. 
MINERVA 
Dennis 
3-3-9 , 
Lowry 
2-1-5, 
Hardm an 5-2-12, Trussell 3-1-7, 
Lamb 0-1-1, 
Lindesmith 
0-0-0, 
Riemenschnieder 
3-2-8, 
Kauff­ 
man 2-2-6, Mallernee 2-0-4. To­ 
tals 20-12-52. 
Columbiana 
20 29 43 67 
Minerva 
21 31 43 52 


fidence, 
predicted 
“discipline 
and execution and some bold 
football” can put the Cardinals 
in the role of an NFL title chal­ 
lenger immediately. 
“Tlie club is very solid,” he 
said. “ It 5s young, and yet it has 
good experience. If wtoget a to­ 
tal, dedicated effort fflb i all our 
personnel, we’ll be a winning 
football team .” 
Hollway, a native of Ann Ar­ 
bor, Mich., and 19 50 graduate of 
Michigan, ended a four-season 
term as defensive coach for the 
Minnesota Vik ings under Coch 
Bud G rant to succeed 
Winner. 
The 
form er 
Michigan 
end 
played under Wolverine Coach­ 
es Fritz Crisler and Bennie Oos- 
terbaan and was later head 
coach at Maine and at Eastern 
Michign. 
“ I think three people have 
had the most influence on what 
I think about football and my 
philosophy toward the gam e,” 
he said. 
“Crisler was influential in his 
ability to discipline 
. . . 
Ben 
Oosterbaan helped in his wis­ 
dom and think ing . . . and Bud 
Grant has the ability to get the 
perform ance.” 
Known for having welded to­ 
gether 
Minnesota’s 
defensive 
“ Purple People E aters,” Holl­ 
way 
said 
superior 
Cardinal 
speed may “ allow us to do cer­ 
tain things we could not do with 
the Vik ings.” 
“ The Cardinals have three of 
the 
fastest 
receivers 
in 
the 
NFL, strong running back s and 
a strong weapon in the arm of 
their quarterback ,” he said. “ In 
these areas they have more 
than we did last year with the 
Vik ings.” 
Still, he said, I believe in 
sound football. Sound football 
involves mak ing the fewest mis­ 
tak es and at the sam e time forc­ 
ing errors by the opponents.” 
How The y Fa re d 


COLUMBUS, 
Ohio (AP) 
- 
Here’s 
how 
The 
Associated 
P ress’ top 10 rank ed Ohio high 
school bask etball teams fared in 
Friday night action: 
CLASS AAA 
1. Columbus Walnut Ridge 
(16-0) was idle. 
2. Boardman (15-0) beat Aus- 
tintown Fitch 58-27. 
3. Findlay (17-0) beat Mans­ 
field Senior 74-55. 
4. Dayton 
D u n b a r 
(14-1) 
beat Dayton Meadowdale 60-49 . 
5. L a k e w o 0 d St. Edward 
(15-1) was idle. 
6. Steuben v i 11 e (14-1) was 
idle. 
7. Columbus 
E a s t m oor 
(13-2) was idle. 
8. Celina (15-1) beat Kenton 
79 -32. 
9 . Oak Hills (16-0) beat Wy­ 
oming 75-59 . 
10. Xenia Beavercreek (15-1) 
beat Dayton Stebbins 9 0-45. 
CLASS AA 
1. Youngstown Liberty (16-0) 
beat Howland 59 -57. 
2. Wellsville 
( 1 5- 0 ) 
beat 
Wheeling, W. Va., Linsly 86-47. 
3. Canton Lehman (15-1) was 
idle. 
4. Waverly (14-1) 
beat Ja ck­ 
son 9 2-73. 
5. Lima Catholic (14-1) was 
idle. 
6. Garrettsville Garfield (17-0) 
beat Crestwood 9 6-69 . 
7. Columbus Ready (14-1) was 
idle. 
8. Dayton 
Jefferson 
(13-1) 
(13-1) 
beat 
Preble 
Shawnee 
64-62. 
9 . Lick ing Valley (15-1) beat 
Patask ala 
Watk ins 
Memorial 
100-55. 
10. Delphos St. 
John 
(13-2) 
CLASS A 
1. S i d n e y 
Lehman 
(15-1) 
was idle. 
2. Fort Recovery (15-1) beat 
Park way 103-60. 
3. Fort Loram ie (18-1) beat 
Jack son Center 83-67. 
4. Lorain Catholic (15-1) 
idle. 
5. Continental (15-1) beat Ka 


lida 9 2-75. 


6. Sebring (12-3) was idle. 
7. New Athens Frank lin (16-3) 
lost to Freeport Lak eland 70-67. 
8. Convoy 
Crestview 
(15-1) 
beat Upper Scioto Valley 67-64. 
9 . E ast 
Canton 
(14-1) 
beat 
stark Northwest 80-47. 


10. Morral 
Ridgedale 
(14-2) 
beat Buck eye Central 9 3-59 


SOLUNAR TABLES 
WHEN TO RSH OR HUNT 


* 


The schedule of Solunar Periods, 
as printed below, has been tak en 
from Mrs. Richard Alden Knight'« 
SOLUNAR 
TABLES. 
Plan 
your 
days so that you will be fishing in 
good territory or hunting in good 
cover during these times, if you 
wish to find the best sport that 
each day has to offer. 
The Major Periods are shown in 
boldface type. These begin at the 
times shown and last for an hour 
and a half or two hours thereafter. 
The Minor Periods, shown in reg­ 
ular type, are of somewhat short­ 
er duration. 
Use Eastern Standard time. 


ASSISTANT COACH—Football coaches are getting better all 
the time, according to students at Idaho State University, Po­ 
catello. Mila Gilcrest ,31-year-old wife of a Pocatello opthamolo 
gist and mother of two children, applied for the position of as­ 
sistant football coach and was accepted as a football intern 
at 
ISU. (UPI Telephoto) 
Re be ls 'Bea ten 
By Tige rs 6 3-5 1 


44-12, 
5-3-13, 
Posting its eighth victory in Neiheisel 
4-2-10, 
Baird 
its last nine starts, Springfield Converse 0-1-1, Harrison 
Local trim m ed Crestview 63-51 ¡Correy 1-0-2. Totals 19 -13-51. 
in an Inter-County League con- j Springfield 
14 30 44 63 
test at the Rebels’ gym Friday. Crestview 
The Tigers are now 14-3 over- 


A.M. 
P.M . 
Da y 
Min. 
Ma j. Min. 
Ma j. 
Sun. 
7:50 
1:55 
8:05 
2:15 
Mon. 
8:30 
2:4 0 
8:50 
3 :00 
Tues. 
9 :15 
3 :25 
9 :35 
3 :5 0 
Wed. 
10:05 
4 :13 
10:25 
4 :4 0 
Thur. 
10:55 
5 :05 
11:15 
5 :3 5 
Fri. 
11:50 
5 :5 5 
6 :25 
Sat. 
12:05 
6 :5 0 12:40 
7 :20 
Sun. 
1:00 
7 :4 5 
1:35 
8:15 


all, while the Rebels dropped 
their seventh decision in 16 out­ 
ings. 
Springfield Local took a 14-5 
lead in the first period, held a 
30-18 m argin at halftime and 
held a 44-37 lead at the end of 
the third stanza. 
Crestview attem pted 71 shots 
and m ade 19 for 30 per cent. 
The Rebels tossed in 13 of 21 
from the foul line for 62 per 
cent. Springfield Local hit on 
17 of 32 free throws for 53 per 
cent. 
Terry Dobson paced the win­ 
ners with 14 points. Rick Barger 
netted 12 and Carl Mace finish­ 
ed with 11. 
Russ Gask ill and Tom H arri­ 
son led 
the 
Rebels 
with 
13 
apiece. Damon Baird chipped 
in with 12 and Ed Neiheisel had 
10. 
In the junior varsity contest, 
j 
Springfield Local posted a 51-44 
victory. 


SPRINGFIELD LOCAL 
Barger 6-0-12, Smotrila 2-3-7, j 
Carrano 3-3-9 , Mace 4-3-11, Bo-! 
k anovich 1-7-9 , 
Dobson 
6-2-14,; 
Dillon 
1-0-2. Totals 23-17-63. 


5 18 37 51 


COLUMBUS, Ohio (AP) -T he 
all - girl Capital City Aquatic 
Club plans to file for a nation­ 
al swim record. Thirty - five 
Columbus area girls between 10 
and 18 years old swam 100 miles 
in 27 hours, 58 minutes and 16.1 
seconds over the week end. 
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Athey 
0-0-6, 
Gask ill 
5-3-13, 


WHO CARES? 
The Columbiana VFW 
Post 5532 
Tired of Reading of Rape 
and Assault? 
Men - Women - Children 
Learn the Art of Self 
Defense by Studying 
KARATE 
For Information Call 
Youngstown 783-0583 
Ask for Mr. (TMally. 
Thjs Ad Good 
fo r 
1 Free Lesson. 


was 


Going Into 
Business 
For Yourself? 


Co nsider This 
Oppo rtunity with 


SUNOCO 
-w tk 
(1.) 2 choice locations 
available 
(2.) Paid training program 
(3.) Excellent return on a 
moderate investment 
(4.) Profits equal to your own 
ambition 
(5.) No lay offs or strik es 
(6.) You are your own boss 
Lea rn The Fa cts 
CALL (210) 7 5 84 5 81 


Sun O il C o. 
Ask fo r Mr. Co x 
Ca ll Co llect 
Evenings a nd Week-Ends, 
Ja ck Ba ker 788-2087 


OUR STORE 


Ha s 
NSW SHIRTS 


Yes, we ha v e nea rly 5 00 New 
Shirts in sto ck. 


All a re the v ery la test sty les 
a nd co lo rs, 
including B o l d 
Stripes. Prints a nd Deep To ned 
So lids. 


All o f o ur Shirts ha v e been se­ 
lected to help y o u g et y o ur wa rd­ 
ro be a ll to g ether rig ht no w! 


Also we ha v e new 
Belled Jea ns a nd Belts. 


"We Sell Clo thes fo r 
The Univ erse" 


Ba n kAiieb ic ab pJ 


5 3 5 Ea st Sta te St. 
? h. 3 3 2-5 3 28 


CTATF 
l P 
t h e a t r e 


Saturday , February 13, 1971 
SHORT RIBS 
Palmer, 
Weichers Chalk Up 20 4 
To Tie For 1st In Hope Event 


100K AT TMF iBOS 
ON "fMAf DAMSEL ' 
WOW/ 


greens which hav e beset him, 
Palmer commented, 
“ I went 
back to an old Palmer blade 
sty le putter which, incidentally , 
I’ll use in the fourth round.” 
Arnie, 
winner 
of 
55 
tour 
ev ents, hasn’t been a winner 
since December 196 9 which was 
the same month Weichers won 
his only tournament—the satel­ 
lite West End Classic in the 
Bahamas. 
Wiechers, 
former collegiate 
star at Santa Clara, fired eight 
birdies Friday . 
He rolled in 
birdies putts ranging from an 
inch to 30 feet. 


SHORT1 E, I wish 
with 
*11 
my 
h eart th at y o u will be my Valen ­ 
tin e an d my p al fo r man y day s to 
co me. Lo v e, To o ts. 
______ 
_______ 
DEAR TERRY. 
Ev ery day is Valen tin e's Day wh en 
I’m with y o u . 
HAPPY VALENTINE’S DAY 
Lo v e, Ellen 
POOH BEAR. 
I lo v e y o u to day , I’U lo v e y o u to ­ 
mo rro w 
with o u t 
y o u , 
Do n , 
life 
wo u ld be so rro w. 
____________________ 
Lo v e Pebble 
WANDA, lo v e a n d kisses fo r a 
sweet wife an d mo th er. Lo v e al­ 
way s, y o u r lo v in g h u sban d No r- 
mtm. so n Dav id, dau gh ter Lisa. 
GEORGE — Th an k y o u fo r th e 
lo v in g th o u gh tfu ln ess y o u sh o w th e 
wh o le y ear th ro u gh . Hap p y Val­ 
en tin e's Day . Lo v e Alway s, 
____________ 
_ 
Lian n e 
To My Dearest PaUy , 
A Hap p y Valen tin e's Day 
Fro m y o u r lo v in g h u sban d 
_________________________ 
Lero y 


ANNOUNCEMENTS 
DEADLINES 
1 
SPECIAL NOTICES 
Wan t Ads taken daily fro m 8 a.m. 
to 5 p .m. fo r th e fo llo win g day ’s 
p ap er. 
Ads fo r Mo n day ’s p ap er 
taken till 12 n o o n Satu rday . Wan t 
Ad co rrectio n s taken befo re 8 :30 
a.m. th e day o f p u blicatio n . Fro n t 
Page readers taken befo re 11 a.m. 
day o f p u blicatio n . 
Classified Disp lay Ads. 2 co lu mn s 
o r larger mu st be In 2 day s befo re 
date o f p u blicatio n . Daily co n tract 
rates an d co n ditio n s o n req u est. 


WEDDING GOWNS 
Yo u r lo cal Sally Wallace 
Bridal Co n su ltan t 
Call fo r ap p o in tmen t. 
PEGGY COOK. Green fo rd. O. 
tt. 165 
Ph o n e 533-3563 
Audrey Says . . . 


The word “ children” occurs 
1,7 35 times in the King J ames 
v ersion of the Bible. The Book 
of Numbers alone has the word 
256 times in its 36 chapters. 
You’ll find lots of things for 
lots of children mentioned in the 
Salem N e w s Classified Ads. 
When y ou’re in the market for 
kiddie needs at reasonable pri­ 
ces check the Want Ads.____ 
Salem Convalescent 
Center 
Pro fessio n al .n u rsin g h 
t. n e care at 
a co st v ih j can affo rd 
Ao u ro v ed 
fo r Medicare an d V 
A 
p atien ts 
Adlacen t to City Ho sp ital 
Ph o n a 
Herbert Arfman 
FLYING B Go lf Co u rse h as o p en ­ 
in gs fo r leagu es fo r 1971. 
Go o d 
sto ck o f 1 97 0 an d u sed go lf clu bs, 
p u tters an d bags. Ph o n e 937-8138. 
MARIO’S FAMOUS PIZZA 
We deliv er h o t p izza 
Op en 4 to 12 daily 
337-9666 
FARM AND DAIRY Is an In ter­ 
estin g n ewsp ap er. Su bscribe to day . 
185-189 S. State.. Salem, Oh io . 
2-A Beauty Shopfr-Connette* 
MONDAYS o n ly Reg. SIS p erme- 
n en t wav es, 1 7 .50. 552 East State. 
1 37 -7 8 » . Vin cen t’s Sty lin g Salo n . 


5 
LOST AND" FOUND “ 
" 
TO WHOM IT MAY OTNCERX 
Wo u ld be gratefu l fo r retu rn o f 
sen timen tally v alu ed man ’s wrist 
watch an d rin g taken fro m h o me 
In Salem area th e 
week 
befo re 
Ch ristmas. Please retu rn to p o st 
o ffice bo x n u mber 324. No q u est- 
lo n g asked.______ 
__________ 
_____ 
BEAGLE — mo stlv black, 
little 
bro wn , wh ite streak. An swers to 
“Bu ddy .” 1 y ear, lo st In Co lu mbi­ 
an a area Ro u te 14. Ph o n e 4 8 2-3050 


Hap p y Valen tin e’s Day 
Lo v e. 
____ 
Su sy 
To Mary Ellen : 
Be my Valen tin e, sln ca It's th e 
time o f y ear. To ex p ress my lo v e, 
I’m sen din g y o u th is p ap er Val­ 
en tin e. 
Yo u r Lo v er, 
__ 
Pau l 
Milt, My Love 
Hap p y Valen tin e’s Day 
Lo v e Alway s, 
Jan n ie 
To Helen Ro bbin s wh o is o v er th e 
h ill, o n Valen tin e’s Day . 
Fro m all h er frien ds o u t Ro u te 45 
way . 
MABELLE 
Hap p y Valen tin e’s Day an d Hap p y 
An n iv ersary . 
I lo v e y o u . 
____________________________ 
Jack 
RON, th e y ears may co me, th e 
y ears 
may go 
an d times 
may 
ch an ge, it’s tru e. Bu t time will 
n ev er ch an ge th e lo v e with in my 
h eart fo r y o u . 
Ru th An n 
Fo r all th e wo rld to h ear 
No sh ame n o r fear 
To say I lo v e y o u 
No n eed to say wh o 
Fo r my kitten kn o ws 
Hap p y Valen tin e’s Day 
________ 
DEAR YOGI 
Hap p y Valen tin e’s Day 
Co o ch ! 
Lo v e. Do n n a 
Ro b Dear, 
Ro ses are red an d lo v e is blu e. 
Wh at wo u ld life mean If I didn ’t 
h av e y o u 
___________ 
Lo v e. Bibs 
Hap p y 
Valen tin e’s 
Day 
to 
th e 
Greatest Bo ss In th e wo rld. 
Sin cerely , 
Stro u ss 
Asso ciates 
To th e Sweetest Mo th er th at ev er 
'liv ed—Hap p y . 
Hap p y 
Valen tin e’s 
Day . 
__________ 
Sin cere lo v e, Melba 
To Pau lin e Pen kav a, 
my lo v in g 
wife. Hap p y Valen tin e’s Day an d 
man y mo re to co me. 
Mu ch lo v e. F^an k 
_ 
Th elma an d Sh ad 
Hap p y Valen tin e's Day . It will be 
ev en a h ap p ier o n e If y o u lo o k be­ 
h in d th e co u ch . 
Lo v e, 
________ 
To m 
JACK, if ev er two were o n e th en 
su rely we. Hap p y Valen tin e’s Day . 
Lo v e, Mabel 
JOHN, ro ses are red an d lo v e Is 
blu e, wh at wo u ld life mean If I 
didn ’t h av e y o u 
____________ 
Lo v e. Nan cy 
To Daddy 
We lo v e y o u . 
Hap p y Valen tin e’s 
Day . Lo v e. Herbie an d Mo mmy . 
To Bill 
Hap p y Valen tin e’s Day 
Lo v e. Nan ce. 


CLAIMS FOR ERRORS 
Erro rs mu st be rep o rted 
Imme­ 
diately . Th e Salem News can n o t 
make 
allo wan ces 
fo r 
erro rs 
o r 
misclassifieatio n after first day o f 
p u blicatio n . Read y o u r Ad care­ 
fu lly first day o f In sertio n as o n ly 
1 day will be allo wed. 


CANCELLATIONS 
Ads o rdered fo r mo re th an o n e 
time mu st be can celled wh en re­ 
su lts are o btain ed an d adv ertiser 
will be ch arged o n ly fo r n u mber 
o f day s In serted at freq u en cy rate 
earn ed. Can cellatio n s taken befo re 
8 :30 a.m. fo r th at day ’s p u blica­ 
tio n . After an Ad is o rdered It can ­ 
n o t be can celled o r co rrected be­ 
fo re th e first in sertio n . 


ANNOUNCEMENTS 


1 
SPECIAL NOTICES 
PLEASE HELP o u r bo v s! Su p p o rt 
Salem Little Qu akers Card Party . 
Feb. 18. Memo rial Bu ildin g, 7 :30 
p .m. Prizes, refresh men ts. Ph o n e 
337-8194 fo r tickets. 
HUTTON NURSING HOME 
Be assu red o f ex cellen t care 
fo r y o u r lo v ed o n e. We accep t 
p atien ts o f an y race, creed o r 
co lo r. 337-9436. 
FISHERMEN — $6 fish in g mem­ 
bersh ip o n sale n o w. 3 lakes, ice 
fish in g. Go o d till Jan u ary 1, 1972. 
In clu des wife an d ch ildren . 
Liv e 
bait, 
tackle. 
Beau tifu l 
Westv ille 
Lakes. 537 -21 37 . 
_____ 
_ 
LICENSED by State o f Oh io fo r 
bedfast 
o r 
ambu lato ry 
p atien ts. 
Ro u n d 
th e 
clo ck 
n u rsin g 
care. 
Mary Fletch er Nu rsin g Ho me, 333- 
0391.__________________ 
__________ 
SKILLED NURSING CARE with 
reaso n able rates by day s, weeks 
o r mo n th s. Health Cen ter, 145 East 
Co llege Street, Allian ce. Oh io . Ph . 
8 2 3 -2 3 3 3 . 
_______________ 
_______ 
BEER, by th e case, in retu rn able 
bo ttles is y o u r best bu y . Blo o r’s 
Party Bev erages.________________ 


WALLY J ONES of the 7 6 ers (r.) gets a firm grip on J immy Walker of the Pistons during the 


first half of the Detroit-Philadelphia game at Cobo Arena in Detroit last night. The Pistons won 


the contest 118-109. 
(UPI Telephoto) 
UCLA Nips Oregon 69-68 


hit 23 points apiece in leading I lumbia and second place in the 
Southern Cal ov er the Beav ers.! iv y League. It was the six th 
Stev e BUsky ’s 23 paced Penn straj h( tri 
h for ^ 
Crim. 
ov er Brown 
as the Quakers 
chalked up their 37 th consecu- son- 
tiv e 
regular-season 
triumph 
N.C. State downed Clemson in 
ov er a two-y ear span. 
ov ertime 6 4 -57 , California rout- 
Washington took a 23-point ed Washington State 90-7 2, Ari- 
lead ov er Stanford, then just zona humbled Wy oming 98-81, 
managed to hold off the Indians’ Arizona State ov ercame Colora- 
comeback for an 81-80 v ictory , do State 103-85, Princeton up- 
A 20-foot jumper by Dale Dov er * ended Yale 81-7 1 and Dartmouth 
with three seconds left gav e whacked Cornell 83-6 5 in other 
Harv ard a 7 3-7 1 v ictory ov er Co- games. 


8 
AUCTIONEER* 


RUSS KIKO & ASSOC 
Co mp lete 
Au ctio n Serv ice. 3880 Sh err Av e., 
SE. Can to n . 455-8357. 
Auction Sales Wanted 
Ted A Jerry Mo u n t*. 
Au et*. 
1794 Jen n ln g» 
337-3850. 
STAFFORD RE aLTY. INC. 
Realto r* 
Au ctio n eer* 
Min erv a 838 -68 00 o r 8 68 -7 01 1 


YOU COULD SIT 
AROUND W ISH IN G 
FOR SPRING 


EMPLOYMENT 
Or y ou could hav e some 
fun in the snow. 
We still hav e skates, to­ 
boggans. and sleds in stock 
And don’t forget that won­ 
derful indoor tennis at the 
Youngstown 
Racket 
Club. 
Come tn 
and get a 
bro­ 
chure. You are right, we 
are interested in NET pro- 


9 
MALE HELP 
WANTED — Tracto rs an d du mp 
trailers fo r co al h au lin g. 
Prefer 
25 to n cap acity . Do lv ln Tru ckin g 
In c.. Way n esbu rg. Oh io . CaU 
8 6 6- 
2266 between 8 a.m. an d 4 :30 p rn . 
Experienced V.T.L, and 
Bor*ng Mill Operators 
fo r first an d seco n d sh ift o r 
mo o n ligh tin g. To p wage* an d 
frin ge 
ben efit* 
p aid, 
p ro fit 
sh arin g 
Pratt 
Man u factu rin g 
Co .. Salln ev ille, Oh io . 
Ph o n e 
679-2512. 
United Handed 
66-47 Setback 
GORDON SCOTT 
TONITE 
at 7 :0 0 & 9:10 
Adm. Adults 1.75 
Sun. Continuous 
2:00, 4:25, 
6:40 & 9:00 
" f iiiT f in 


East 
Palestine 
av enged 
an ¡Bulldogs with 21 markers, 
earlier season loss to United as The 
Golden 
Eagles’ 
junior 
it posted a 6 6 -4 7 v ictory ov er v arsity dropped a 7 1-33 decision 
the Golden Eagles in a Tri- to the Bulldogs’ reserv es. 
County League tilt at the Bull- UNITED 
dogs’ court Friday . 
Carlson 5-2-12, 
Owen 
2-1-5, 
The Bulldogs chalked up their Woolf 0-1-1, Moser 3-2-8, Ky per 
sev enth win in 15 starts, while 3-4 -10, McKarns 1-0-2, Coffee 1- 
the Golden Eagles lost for the 0-2, Baker 1-0-2, Agnorrshott 2- 
12th time in 15 tries. 
1-5. Totals 18-11-4 7 . 
United fell behind 13-7 in the EAST PALESTINE 
first period, trailed 31-17 at in- 
Scott 7 -7 -21, 
Clark 
1-0-2, 
termission and 4 9-33 at the en d Mulch 2-0-4 , Lewis 7 -0-14 , Ross 
of the third stanza. 
4 -5-13, Freer 4 -0-8, George 2-0-4 . 
Roger Carlson paced the Gold- ! Totals 27 -12-6 6 . 
en Eagles with 12 points. Rick United 
7 17 33 4 7 
Scott took scoring honors for the East Palestine 
13 31 4 9 6 6 


Needlecrafi 
Pattern 
East Liv erpool 5 6 , Salem 4 4 
Youngstown East 6 0, Youngs­ 
town South 4 6 
Poland 6 0, Lisbon 4 7 
Columbiana 6 7 , Minerv a 52 
Springfield Local 6 3, Crestv iew 


VINCENT CANBY, N.Y. TIMES 


lu u arwmir 
D 
1 
JOSEPH N1LLE8 
if1 
Marn ar 
in ao an wn a 


CINEMA 
W 
COLUMBIANA A M 


This adorable crib cov er of a 
Designed to slim the figure, 
“ dreamland ex press” is quickly | this lov ely sty le can be worn 
embroidered, 
then 
completed with scarf trim at the neck- 
with pieced blocks for an edg- j line or plain. 
No. 3396 
with 
ing. No 
CC133 
has 
hot-iron PHOTO-GUIDE is in Sizes 38 to 
transfer; full directions Price. 50 (bust 4 2-54 ). Size 4 0, 4 4 bust 
. . 7 5 c. 
• . .3^4 y ards of 4 5 -inch; scarf 
SEND 7 5c, in coins for each . . .7 * y ard, 
pattern 
to include 
first-class 
Patterns av ailable 
only 
in 
mailing. 
sizes shown. 
ANNE CABOT. 
in care of 
SEND 7 5c in coins for each 
Salem News, 
1150 
Av e. of pattern 
to 
include 
first-class 
Americes, 
New 
York, N.Y. ! mailing 
10036 
i 
SUE BURNETT, 
in care of 
Print Name, Address with ZIP Salem News, 
1150 
Av e. of 
CODE and Sty le Number 
Americas, New York, 
N.Y. 
The 
Fall ' 
and 
Winter 1003« 
ALBUM is 6 5 c. includes postage Print Name, Address with ZIP 
and handling 
CODE, Sty le Number and Size 


YOÙVE SEEN THE REST... HOW COME 
SEE T HE3EST ... WEVE T OEEEP 
THEM AL L T H/S T /M E ............ 
Ike Mo4t Sicitiwj mulftgfaM nè/ 


FOR A FULL TWO HOURS 
l~ O p è N ~ 
YOU CAN SEE EVERYTHIN© / D A /j_y 
A D U LT.... AT THE N E W 
3 0 A ju 
PA RK ADULT T H EA T R E 
[*M ID n it£- 


M UNII MEL* 
JOSEF« HELI« 


Featu re To n igh t 7 :1 0 an d S:30 
Su n . — 7 P.M. an d 9 P.M. 


SPECIAL MATINEE 
Su n day 2:00 P.M. 
THREE STOOGES 


THE OUTLAWS 
IS COMING” 
AU Seats — 50c 


That’s what you get with 
CLASSIFIED ADS 
Pho ne 332-4601 


SI DE GLANCES 
AUTOMOTIV1 
20 
THE SALEM MEW* 
7» 
TRUCKS - TRACTORS 
Saturday . February U . lWX 


TRACTOR 
AUTOMOTIVE 
GENERATOR and 
STARTER REPAIRS 
Beall Battery 
and Electdc 
78 8 E. Pershing 
332-4526. 


REAL ESTATE SALE 
REAL ESTATE SALE 


lT V PR O PF .R T 
EMPLOYMENT 
MERCHANDISE 
U_ 
CITY PROPERTY 
DALE HITCHfNG S" 
REALTY 
6 6 9 N. Linco ln 
Salem 
So mething fo r Ev ery o ne 
If y o u want to start a busi­ 
ness buv a go ing o ne. 
Sto p in and see o ur selectio n 
T H IN K SPRING 
lo g burning fireplace. Liv ­ 
ing 
ro o m, 
dining 
ro o m, 
kitchen, bath, 3 bedro o ms, 
larg* clo sets. Walking dis­ 
tance to do wnto wn. 
Phone 337 -87 56 
Fo r Appo intments 9 -9 Daily 


t 
MALE HELP 


MACHINISTS 
Apply at Pax so n Machine C* 
Bento n R d______ Salem. Ohio ._ 
RESPONSIBLE man needed March 
thro ug h June to manag e ex terio r 
ho me 
clearing 
busines*. 
Reply 
jppx R-l. Salem News.__________ 
Chemical Operator 
Apply at Nease Chemical On 
Ber. to n Ro ad. Salem.______ 


6 2-A RADIO-TELEVISION 
ANTRAM’S RADIO & TV 
New and Used Zenith TVa. 
No rth Geo rg eto wn 525-5133. 
GREEN VALLEY 
REALTY CO. 
115 8 E. State St. Ph. 337-8854. 
80 Mo bile Ho mes — Trailers 
BATEMAN’S 
Trailer Sale« 
Rt 62 Alliance. Ohio . SS B t 
THINKING bdo ut pay ing y o urself 
Instead of the landlo rd? Yo u 
if y o u o wn y o ur o wn ho me and It’a 
easy to do when it’s a mo bile ho ma 
fro m BAYLESS MOBILE HOMES, 
Damascus, Ohio , 537-4651. 8 to I 
week day s. 6 to 8 ev ening s. Mo ts, 
thru Fri., Sun. by appo intment 
Alway s remember y o u pay less 
At Bay l ess 


Milhoan Electronics 
YOUR RCA DEALER. SERVICE 
ON ALL MAKES 0 7 TVs. 
Damascus Rd. 
837-9279, 


CAPE COD — 7 ro o ms, full base­ 
ment, steam heat, lo t 8 0x 200. Ea» t- 
v lew Driv e. Fo r appo intment call 
337-3636. 
Co mle’s TV and Appliance Salas 
and Serv ice. 145 S. Lundy . 
_________ Dial 337-65 8 8 .__________ 
Zeigler'sTV 
RADIO & TV REPAIRS 
Admiral and Mo to ro la Co lo r 
Car Tapes A Small Appliance« 
160 S. Bro adway _ 
332-4457. 
R. D. KREPS Electro nics, Inc., 
RFD 1. 
Hano v erto n, Ohio 44423. 
Radio A Telev isio n Serv ice. Pho na 
o r C. B.—fo r co mplete lnfo r. Our 
pho na number 223-1045 . G B. Call 
KBY 7136. 


FISHER AGENCY 
REALTOR 
.9 E. State 
337-3875. 
BRAND NEW 
36” truck cap equipment, dis­ 
co unt do wn to $229. 
Pho ne 
427-2426. 
1968 FORD PICKUP. 
Like new. 
Rang er packag e, 4 speed. V-8 , po si- 
tractio n. 
helper 
spring s. 
Price 
$1995. Pho ne 332-5520. 


i§ 
FEMALE HELP 
WE hav e Duy eri to r two . three, 
and fo ur bedro o m ho mes. List y o ur 
pro perty with ’’CHET’ KRIDLER 
Dial 332-4646. 
Auto Serv ice 
79 
Mo to rcy cles - Bicy cles 


ROY LIPPI ATT Sales A Serv ice 
Ho daka 
mo to rcy cles 
and 
Bro nco 
mini cy cles. N. Eg y pt Rd. o ff R t 
14A. Ph. 337-6938. Open 3:30 p.m. to 
9:30 p.m. ________ 
___________ 
Min) Bikes 
Used B i kes $ 10 and up 
Dell’s Bike Sho p 337-7548 


Don't WaitTill 
SPRING 


Superio r Gas, to p g rade. 
Reg . 31.9, Premium 33.9. TV 
Stamps. Superio r Gas. 301 W. State 
GARY’S AUTO BODY 
CLOSED FOR VACATION 
FEB. 7 TO 14. 


6 3 
Musical Instnnnentg 
OLDS Ambassado r. 
French ho rn 
end Clev eland Co rnet. Pho ne 337- 
3141 after 6 o r o n weekends. 
HERRON'S 
REAL ESTATE 
GUIDE 


GEARY’S AUTO SERVICE 
Auto Repair, 
310 Co lumbia. 427« 
69-11. Bo dy Repair, 150 Lisbo n. 427« 
c 
Lecto nla. Ohio . 
Fender Telecaster 
electric g uitar with case and 
amplifier $135 . Pho ne 337-7797. 
ACCORDION 
120 Bass With Case. 
243 N. Linco ln. 337-6280. 
PIANO TUNING 
and rebuilding . Pho ne 337-7611 er 
5 37-3433 after 5 p.m. _____________ 


8 » i 
Mo bile Ho mes 
Trailers 
Mobile Home 10X45 
2 bedro o ms, in ex cellent co n­ 
ditio n. 
Pho ne 5 47-3025 , 
Berlin 
Center. 


i. i rEis mecnanlcal wo rk and 
accesso ries fro m 6 a.m. to 10 p.m. 
Superio r Tire Mart. 301 W. State. 
Expert Body Repair 
Stev e's Garag e. 337-3073._____ 
Lesick Auto Service 
State St. Entrance fro m Persb« 
ing St., nex t to Peo ple's Luna- 
her. 332-5 301. ___________ _______ 
COMPLETE 
AUTO 
SERVICE 
• SALES 
• SERVICE 
• PARTS 
• BODY SHOP 
ZIM M ERM A N 
AUTO SALES 


Stratton Chevrolet 
El Do rado Campers 
Pho ne Damascus 5 37-315 1. 
Ro ute 14 and 534. 
____ 
WE do n’t hav e o v er 100 units. 
We do n’t serv e FREE lunch. 
But we sell quality merchan­ 
dise at ro ck bo tto m price. 
Biggins Trailer Sales 
S miles east o f Lisbo n o n o ld 
R t 30 at Apples Co rners. 
385-05 06. 
JEWEL TRUCK CAPS, Cree tra­ 
v el 
trailers 
and truck campers. 
Ho bo fo ld-do wn trailers. 
Zieg ler 
Trailer Sales. East State Street, 
Salem. Ohio . Pho ne 332-1852. 
_____ 
SIRPILLA 
Co nco rd, 
Go -Tag -Alo ng , 
Ho li­ 
day , 
Rambler, 
Shasta. 
Lo ts 
o pen 7 day s. East At. 62 Can- 
——— — 
to n 454-30Q1, State Rt. 8. 4 mile 
COLUMBIANA 
Auto 
Bo dy Sho p? 
no rth Cuy aho g a FaMs. 376-3090. 
Ex pert bo dy and mechanic repairs. 
Fro nt end alig nments. RD S. Meta 
Rd., Co lumbiana. 482-3183.________ 
BROWN'S SOHIO 
Service Center 
Pho ne 337-9313. 2151 E _ Stale M, 
HAD A WRECK? 
We can o ffer y o u majo r and 
mino r co llisio n repair, ex pert 
wo rk. 
Reaso nable 
r a t e s . 
PARKER 
CHEVROLET, 
292 
West 
State. 
Salem. 
332-1683. 
81A 
Auto Parts—-Accesso ries 


SNOW TIRES 
« 25 pair any ¿lisa? 
?lus 
tax and ex chang e. Superio r 
Ire 
Mart. 301 W. State. 
QUALITY 
RETREADING 
Firestone Store 
Pho ne 337-95 33. 
6 
AUTOS FCm rALK 
*" 
See Bailey Ford, Inc. 
In Sebring . befo re 
y o u 
buy 
y o ur nex t car. Pho ne 938 -2123 
M U S T SELL —" M 'W um p E 
TR4A 
co nv ertible. 
Wire 
wheels, 
mio helin tires, dual ex haust, dual 
carbureto rs, headers, 4 speed, will 
sacrifice. 222-118 7. 


PUBLIC SALE 
NORTH Geo rg eto wn Auctio n ev ery 
Sat. 7 p.m. Co nsig nments welco me 
Wed. and Frl., 6 :30 to 8 :20 p.m. 
Jack Starkey , Auctio neer. 332-1482 
4llf someone happens to ask what y o u think o f tha 
new, simplified income tax forms, Haro ld, pro misa 
me you’ll tell them nicely !** 


DAMASCUS AUCTION SERVICE 
Sales Wed. A Frl. 7 p.m. 
Open Tues. A Thurs. 6 to 7 p. m. 
J. Klreta. Auct. 537-2636. 


FARM PRODUCE 
FRUIT and VEGETABLES 
in seaso n. 
G. F. Ko mbau. 337-8632. 
RED DELICIOUS and 
Co rtland Apples. 
Wilms Nursery , Depo t Ro ad. 


BUSINESS NOTICE 
BUSINESS NOTICE 
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MOVING - HAULING 
41 
BUSINESS SERVICES 
DALE LEWIS 
Trash and Refuse Hauling . 332-638 3. 
SALEM DELIVERY 
Serv ice. Pho ne 332-118 3. 


VAC-&-SEW 
R. J. Ro use & So ns. Ph. 427 6295. 
PORTABLE ana jo b sho p welding . 
Hitches 
fo r 
auto s 
and 
trucks. 
Vem’s 
Welding 
Serv ice, 
Depo t 
Ro ad. Wino na 222-1982. 


70 
Miscellaneo us Sales 
FIREWOOD 
C. EICHLER & SONS 
Trash ar.d Refuse Hauling . 137-375 6 


5 6 Office Machines - Supplies 


MACMILLAN BOOK SHOP 
Ev ery thing to fit y o ur o ffice supply 
needs. 248 E. State St. 337-315 5 . 
LEETONIA TYPEWRITER SERV­ 
ICE. Jack Bellhart, o wner, Lee- 
to nia and Co lumbiana Ro ad. 427- 
6521. Leeto nla. Ohio . 
____________ 
Fithian Typewriter Sales 
Ro y al Ty pewriters and 
Adding 
Machines 
Sales, Serv ice, Rent, 
Ex chang es. 
20 Years in Business 
821 S. Bro adway______337-3611. 


Septic Tanks Pumped 
Sewers cleaned, backho e, do ~er A 
dump truck serv ice. Henry Spack 
Serv ice. 337-3627. 
NOM AD 
VEGA 
AIRSTREAM 


See the mo st po pular trail­ 
er o n the ro ad. A price fo r 
ev ery budget. See o ur dis­ 
play at the 


CANTON AUDITORIUM 
TRAILER SHOW 
FEBRUARY 11-15 
We will be clo sed at o ur lo ­ 
catio n Feb. 13 , 14, 15. 


Avalon Travel Center 
1176 1 Po rtage St., N.W., 
Canal Fulto n, Ohio 
Daily 9 -6 
Open Mo n., Wed., Fri. til 9 
Sat. 9 -5 — Sun. 1-5 
8 5 4-2222. 


SALEM SEPTIC TANK 
Cement Tanka 
Cleaning Serv ice 
Newg aiden Rd. 
333-4368. 
Sewers Cleaned 


Electro Roto Rooter 
RALPH COLE 
Free Estimates. Written Guar­ 
antee. 476 Sharp St. Dial 337- 
78 8 0 _ 
__ 
DIAMOND STEAM SERVICE 
Industrial — Co mmercial — Rural 
Po rtable Steam Cleaning 337-8324. 
MERCHANDISE 


41-A 
Electrical Serv ice? 
FIRESTONE 
ELECTRIC CO 


28 
FARMS 


fa r m s ” 
116 Acre dairy farm — all tillable. 
15 acres wo o ded. 
Remo deled 7 
ro o m two sto ry ho me, 2 baths, 2 
silo s, 60 free stalls, cemented feed 
lo t. 2 barns less than 15 y ears o ld. 
164 acre dairy farm, 2 ho me, 2 
barns, new implement shed, 4 si­ 
lo s, 375 g allo n bulk milk tank, ce­ 
mented feed lo t. 
100 acre beef ranch, almo st all 
tillable, lo cated In a v ery senlc 
v alley . 2 acre sto cked lake. Ex cel­ 
lent two sto ry 7 ro o m ho me with 
two baths. 3 car g arag e with en­ 
clo sed patio . Must be seen. 
40 acre ranchette, fro ntag e o n three 
ro ads, 
v ery 
v ersatile, 
ex cellent 
two sto ry ho me, barn with 12 bo x 
stalls, sev en o utbuilding s, stream 
runs thro ug h this pro perty . 
SHOWN BY APPOINTMENT 
ONLY 
Please call fo r details. 
Virginia Coman 
Realto r 
2204 E. State St.-. Salem 
Salem 337-95 5 1 
Co lumbiana 48 2-2277 
Canfield 5 33-18 32 
29 -A NEW HOMES FOR SALE 
P I ON E E R ^ O M lS 
Gen. Co ntracto r — New Ho mes 
Co mplete Remo dei Serv ice 
Ph. Bill Batch. 332-4022. 
SEE LINCOLN HOMES 
Fo r an unusual o wner-builder 
pro g ram, 25 y ear lo an, lo t can 
be used as do wn pay ment Call 
fo r appo intment 
Damascus 537 -47 00 
On R t 62 
Between Alliance and Salem. 
NEW 3 bedro o m brick ho me. l \ i 
baths, fireplace and basement 
2 
car g arag e. Henry Spack 337-3677. 
NEW- HOMES 
CLIFFORD 
WHINNERY, 
BLDR. 
337-6116. 


Full or Part Time 


13 
INSTRUCTIONS 
Full time Tax i Cab business 
includes all equipment and 
co ntracts. Priced at the lo w 
figure o f 
$8,000.00 


Full o r part time business 
includes all sto ck, equip­ 
ment, and real estate. Yo urs 
fo r o nly 
$4,250.00 
Richard G. Capel 
Agency 
45 0 E. Third Street 
Salem, Ohio 
Office 3 3 24 6 5 3 
Residence 3 3 7-6 207 


HERRLI & SWIFT 
MOBILE HOMES 
19 71 mo dels, all sizes, do u­ 
bles. Lo cal bank finance. 
See the all electric mo bile 
ho me. 
J OHN R. BAKER 
MOBILE HOMES 
Display o n Rte. 6 2, Vi way 
between Alliance & Salem 
P.O. Bo x 247, Damascus. 
Pho n* 5 3 7-4700. 


AIR CONDITIONING 
REFRIGERATION 
HEATING 
INSTALLATION & SERVICE 
PH. 
332-4613 
SALEM. OHIO. 
MAYTAG SERVICE 
We Serv ice What We Sell 
Julian Electric. 65 0 E. Seco nd St 
Pho ne 337-3465. 


SPRING CLASSES 
bo w fo rming 
Manchi Realty . Inc. (scho o l div i­ 
sio n) pre-licensing co urse. Ev ening 
classes. Fo r mo re info rmatio n and 
a free bro chure call co llect 
MANCHI REALTY, INC. 792-5 291 
(Scho o l Div isio n) 
_____________ _ 
Dance * Bato n Lesso ns 
JANE BURKEY STUDIO 
American Leg io n Hall. 426-9081. 


RADIATOR REPAIR 
A N D SERVICE 
* Flo -Testing 
* Cleaning and Bo iling 
* Reco ring 


42 
Landscaping - Gardening 
[ BULLDOZING, fill dirt & to p so li* 
driv eway , base, bank run, g rav el, 
limesto ne, and slag . 337-78 86. 
____ 
ZIEGLERS, the co mplete tree ser- 
v ice. All ty pes o f trimming , brac­ 
ing . surg ery , feeding and tree and 
stump remo v al. Ex perienced, co ur­ 
teo us. Insured. Po wer equipment 
Call 332-1161 If no answer call 337- 
9091.____________________________ 
Clarkson T ree Service 
427-6474. 
Fully Insured. 
Curtis' Tree Service 
Pho na 337-75 70._________ 
45 
Building Mo dernizing 
Kaufman Construction 
New ho mes. 337-3136. Remo deling . 
HOME REPAIRS. ALSO ' FÂNÈL- 
ING. ceiling and ceramic tile and 
Fo rmica to ps. Ray Yeag er, 337-7028 
KITCHEN cabinets and v anities o n 
display . Ho mewo rth & center Rd. 
Iden Who lesalers. Pho ne_ 5 8 6-3144. 
45 
Building, Mo dernizing 


J. R. BERG CO. Sto rm do o rs and 
windo ws and spo uting . 
Pho ne 332-5 18 7 o r 337-8 8 45 . 
Matt Drotleff 
FOR ALL TYPES MASON WORK 
CONTRACTOR________ 332-5 121. 
BACK Ho e. septic tanks, installa­ 
tio ns. Spo uting , Ditching . 
Dra.ns. 
Wurster. Leeto nla 427-6259. 
_______ 
ALUMINUM 
siding , 
ro o fing 
and 
spo uting . 
Free 
estimates. 
Llo y d 
Pug h. 332-108 4. __________ 


RENTALS 


ROOMS-APARTMENTS 
ONE DAY SERVICE 
WHOLESALE - RETAIL 
PICKUP & DELIVERY 


SAM BROWN DODGE 
9 09 W. State 
3 3 2-15 71 


COACHMEN 
Clario n 
A 
Banner 
Mo bile 
Ho mes. Our new 1971 mo dels 
Just arriv ed, 60 thru 70 ft. 2 A 
3 
bedro o ms, 
heated 
flo o rs. 
Larg e v ariety flo o r plans. Bea­ 
utiful 
park 
space 
av ailable. 
City water A g as ho o kup. 
COACHMEN 
Ro y al Co achmen & Ro v er Tra­ 
v el Trailers, 
15 thru 35 ft. 
Pickup campers, all sires o n 
display . One o f the area’s lar­ 
g est display s. 
Co achmen—The 
No . 1 seller In Ohio . 337-6212. 
Also pick-up caps and ho rse 
trailers. 
Hole's Trailer Sales 
Rt. 14A. % mile E. o f Salem 


Sharpens all ty pes o f saw 
blades with o nly 1 week 
no tice. 
Circular — Hand — Band 
— Table, *tc. 
See Ace To day ! 


ACE HARDWARE 
Co lumbiana. 0. 


Edg ewo o a Acres Apartments, 
Av ailable 
immediately . 
So utheast 
Blv d. A Mo nro e. 
332-4328 o r M7- 
65 5 3. No children o r pets. 
_________ 
Make Cameio t y o ur ho mo 
Camelo t Co urt Apartments 
Co lumbiana. Ohio . 48 2-2305. 
Fine features fo r y o ur co mfo rtable 
liv ing . Yo ur children are welco mt. 
FIRST flo o r. Three ro o ms, bath 
and sun po rch. All utilities paid. 
$90. 
References. 
169 W. Seco nd 
St. Pho ne 337-3390. 
I’ N FURNISHED 3 ro o m flrst flo o r 
apartment. Clc*e In. Suitable fo r 
o ne adult. Pho ne 337-6223. 
De I gro Apartments For 
Luxury Living 
2 bedro o m To wn Ho use UnitJ 
1 bedro o m Garden Units 
Including carpeted kitchen, 
garage, all utilities paid ex ­ 
cept electric and trash re­ 
mo v al. Pho ne 3 3 7-3 3 5 6 . 
______ 


Very Special Homes 
For Very Special People 


No . 223 — Salem's no rthwest 
side. Spacio us, 3 bedro o m brick 
ranch. Two full baths. 22x 22 
family ro o m. Carpeted liv ing 
ro o m with fireplace, carpeted 
dining ro o m. 
Ample sto rage 
space. Co v ered patio and so 
much mo re. Only $3 5 ,5 00. 


Pre Season Sale 
TIM E TO SAVE 
FIREPLACE COAL 
12 lb. bag s 60c. 
Salem Co ncrete—337-3428 
WILLIAMS GUNS A SUPPLIES 
172 Jenning s. 332-1438. 
1 p.m. to 10 p.m. dally . 
SILAGE CARTS 
Go o d asso rtment o f wheels. 
Reliable Welding Sho p. 
Bento n Ro ad. 
337-6344. ___ 
Handmade Quilts 
f or sale. Pho ne 337-7726 fo r in­ 
fo rmatio n. 


No w is the time to sav e 
during o ur pre seaso n sale 
Prices as lo w as $15 9 5 . 
Self co ntained. 
Also big 
sav ings o n all used trail­ 
ers. In sto ck. 
See them to day at 


Fo rni shed 
No . 411 — 1 Vt 
sto ry b r i c k 
frame. 
Full 
basement. 
Gas 
heat. West Branch Scho o l. Only 
$10.5 00. 


SLEEPING ROOM fo r g entlemen. 
Clo se to to wn and sho ps. 
Pbo o s 
332-1210 o r 832-145 0.____________ 
S LARGE ro o ms, priv ate bath and 
entrance. 
Spo tlessly 
clean, 
co m­ 
pletely furnished. Utilities Included, 
no children o r pets. 293 No rth Un­ 
io n. Salem. 


FINANCIAL 


3 7 
INSURANCE 
BARN ETTINS. AGENCY 
24 ho ur claim serv ice 337-3225 
GRANGE INSURANCE 
SANDY & BEAVER INSURANCE 
CO. FARMS OUR SPECIALTY. 
Lisbo n 424-3336. 


No . 412 — Lake Milto n. Belo w 
replacement co st. 
This spa­ 
cio us 3 bedro o m ranch. Liv ing 
and dining ro o m, family ro o m, 
2 full baths, fully buiit-in kit­ 
chen, 15 x 3 2 sun deck, bo at deck 
plus much mo re. Only $48,000. 


No . 420 — Berlin Lake. 
One 
flo o r plan. Two bedro o m. Oil 
heat. Garage. On the water. 
Only $14,000. 


No . 421 — Priv ate wo rld all to 
its o wn with this 18 acres with 
wo o ds, small lake, beautifully 
landscaped. 
Ho rse barn and 
track, phis this well cared fo r 
2 bedro o m ranch ho me. Fully 
built-in kitchen. 22 ft. carpeted 
liv ing ro o m with fireplace plus 
mo re and mo re. Only $45 ,000. 


No . 424 — Older 2 sto ry ho me 
with 3 o r 4 bedro o ms, 
Và baths. 
Gas ho t water heat. 1.6 2 acres. * 
2 car garage. Plus small bam. 
West Branch scho o l. Only $18,- 


Interio rs 
CeUlng 
PARADISE 
TRAILER SALES 
It pay s to driv e a little. 
Yo u’ll sav e a lo t! 
Lo cated o n Rt. 402 between 
New Alex ander and No rth 
Geo rgeto wn 
Paradise City , USA 
Pho n* 5 25 -5 3 11. 


MARTY'S 
REMODELING 
No Jo b to o small 
337-3370 


79 
WANTED TO BUT 
M cK i n l e y h o u s e 
larg e furnished sleeping ro o ms, 
dally 
maid 
serv ice, 
kitchen 
priv ileg es. 337-78 8 4 o r 237-8589. 


Wanted to buy — Used Furniture 
and Miscellaneo us Items. 
_________Pho ne 8 37-9006. 
________ 
Scrap g enerato r*, starters and bat­ 
teries and any Kind o f metals. But- 
cher Rd. Pho ne 337-6121._________ 
WANTED — Number o ne co pper 
wire and heav y chunks o f scrap 
co pper. 38 c per po und. Hard brass 
33c per po und. Mehr Meals, James­ 
to wn. Pa. 


BUSINESS NOTICE 
Ex terio r 
Flo o r 
40 
HOUSEHOLD SERVICES 
46 
Upho lsterers-Finishers 
COLONIAL SHOPPE 
REUPHOLSTERING 
REPAIRING 
440 W State 
337-6662. 
REUPHOLSTERING 
NEW FURNITURE 
CARPETING 
Hussar's Fine Furniture 
751 Bento n Rd 
Call 8 37-6171. 


f 
HOUSES FOR RENT 


COUNTRY ho me near Hano v erto nT 
8 bedro o ms, bath, auto matic heat, 
g arag e, 
no pets. 
United Lo cal 
scho o l district, references requir­ 
ed. 
Write Bo x R-3, care Salem 
New*. 


STICK WITH THE BEST 
New Sing er Sewing Machine. 
Starting 
at 
$69.95 . 
McGee’s 
Sewing Center. 166 S. Bro ad­ 
way , Salem. Appro v ed Sing er 
LIVESTOCK 


HORSES. COWS PIGS 


62 
WEARING APPAREL 
81B 
Arts Leasing - Reniate 
CAR RENTALS 
PARKER CHEVROLET 
ta W. State 
S3UUS 
BGJ LEASING 
Ows and Tracto . 17 » E Stata 
m -* m . 


FABULOUS BARGAINS 
ON 
'LIKE NEW ' SPRING 
CLOTHING 
Fo r the entire family . 
Dry cleaned — Ready -to -wear 
At y o ur 
GOOD-WILL STORE 
67S E. State, co rner & Linco ln 


22 
WANTED TO RENT 
t OR 4 bedro o m ~hame with- built- 
tn kitchen and minimum o f lVx 
bath needed by lo cal manag er by 
March 15. Will co nsider rent-pur- 
chase ag reement fo r suitable pro p- 
•rty . Plio ne 337-8 75 8. 
________ 
WANTED — ho me o r apartment 
to rent with 3 bedro o ms In Salem 
o r v icinity by March L Pho ne 337- 
Si 36. 


MUST SACRIFICE 
Half-reg istered 
Tennessee 
Walk­ 
ing ho rse. Call 48 2-4378 after 5 p.m. 
CUSTOM LEATHER SHOP. Ho rse­ 
man’s supply — spo rting g o o ds. 
Open ev ening s till 9. 
S1MONDS, 
Franklin Sq-Leeto ma Rd. 
77 
DOGS. PETS. SUPPLIES 
GERMAN SHEPHERD 
Pups, A.KC., champio n Unsa. 
375 . Pho ne 337-8693. 
A.K.C. reg istered white male po o ­ 
dle pups. 1 small miniature $60. 1 
small to y 960. Paper trained, sho ts 
and wo rmed. 424-3921__________ 
CLIPPING s n gro o ming — po o d-I 


ALUMINUM siding installed 
all 
winter. 
Free 
estimates. 
Tro y Builders. 332-1084. 
112 RATS killed with Star $1 lb. 
Fiv e po unds $2.98 . Safe, sure 
g uaranteed. Salo na Supply . 
QUAKER 
SECURITY 
SERVICE. 
INC. 
Let us check y o ur ho use 
while y o u are enjo y ing y o ur v aca­ 
tio n. Co ntact 337-7717 o r 8 37-8 149. 


47 
Painting—Paperhanging 


GILBERT F. TIMM 
Interio r Deco rato r ar.d Painter 
Pho ne 337-65 39 
48 
PLUMBING-HEATING 
KNAPP SHOES 
C. O'Do nnell 
607 Arch S t 3 37-3 9 17. 
REAL ESTATE SALI 
Ivon Mimeographing 
1016 Liberty___________377-7106. 
HOOVER SERVICE 
O il J. J. Ly o n» . « 32-6664 


DON STARBUCK 
Heating and Air Co nditio ning . 
1240 N. Ellswo rth Av e. 337-6231. 
62-A 
RADIO-TELEVISION 
Walt Crawford TV 
ZENITH SALES A SERVICE 
PASCO PLUMBING 
« 14 W, Stata 
337 -8 » . 
Nedelka Cleaning Serv, 
Rug s A Fo rniture Cleaned. 
Karpet Kare metho d. 3 37-9 871. 
WE raise registered treeing wadi 
ers and registered beagles. Beau­ 
tiful co o n ho und puppies and y o ung 
beagles fo r sale. Will take guns 
la trade. Pho ne Leeto nla 427-6 721 
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MOVING—HAULING 
Howkins Realty, Inc 
Herb Mo rriso n. Asso c. 
Salem 3 3 7-3 13 9 
Salem Office Pidgeo n Rd. 
I Offices To Serv e Yo u 


HUMPHREY TV and APPLIAMCÈ 
Ro ute 9 and 173 . New Garden. 
RCA - WHIRLPOOL — HOOVER 
223-1672 o r 223 -113 8 DQOn tU I M L 
MORROW’S COLOR 
XV SERVICE 
4T-MW 
Til l l l l 


Franklin Cleani 
Walls. 
Carpets, 
Free Estimate. 


5 Serv ice 
Fo rnitura. 
337-7943. 
GENERAL HAULING 
Fred O’Keefe, 332-4438 o r 
332- 
4126 o r 222-1743. 
No rth Elkwo rth Av a 


'Pho no 337-95 21 
German Shepherds 
A .K .C 
registered 
German 
ahepherds to r sale. 
4 weeks 


Television Programs and Highlights 


SATURDAY 
1 . Ch. 5, College Basketball: 
Drake’s Bulldogs vs. the Biili- 
kens of St. Louis. 
1:30 • Ch. 21, 23, Basketball: 
Miami of Ohio meets the Bob­ 
cats of Ohio University in a Col­ 
lege basketball clash 
2 • Ch. 3, 17 , College Basket­ 
ball: The Kentucky Colonels and 
the Virginia Squires. 
3:30 - Ch. 5, 23, 33: Pro Bowl­ 
ers Tour. 
6 - Ch. 3,21: Golf Tournament: 
Fourth-round action in the Bob 
Hope Desert Classic from Ber­ 
muda Dunes Golf Club in Palm 
Springs, Calif. 
7 :30 - Ch. 3, 21: Andy Williams 
Guests are Jonathan 
Winters, 
Ozzie and Harriet Nelson, and 
Bobbie Gentry . A comedy sketch 
looks at prime-time program­ 
ming produced by a local TV 
station. 
7 :30 - Ch. 5, 23 , 33: The Val­ 
entine’s Day wedding of Bobby 
Burgess and Kristie Floren is 
celebrated in song. 
7 :30 • Ch. 8, 27 , “He’s Your 
Dog, Charlie Brown”, Snoopy is 
the star of this rerun “Peanuts” 
cartoon He’s been shaking up 
the 
neighborhood 
play ing 
a 
World War I air ace, a baseball 
star and ferocious jungle beast 
— so it’s off to obedience school, 
and a series of improbable ad­ 
ventures. 
8 . Ch. 8, 27 : National Geo­ 
graphic Special: “Man and the 
Majove Desert” . The past is re­ 
called in the y ards of veteran 
prospectors and stills of 19th- 
century boom towns. 
8 - Ch. 17 , Movie: “Dream 
Girl”. 
8 - Ch. 25, Dream Machine. 
8 - Ch. 4 3, Invaders. 
8:30 - Ch. 3, 21: Movie, “A 
Patch of Blue” , Sidney Poitier 
and Elizabeth Hhartman star in 
this story about two people who 
reached across the color barrier 
and received 
mutual benefits 
from it. Also stars Shelley Win­ 
ters, Wallace Ford, Ivan Dix­ 
on and Elisabeth Fraser. 
8:30 - Ch. 5, 23, 33: Pearl 
Bailey : Guests are Ethel Waters 
Robert Goulet and Hines, Hines 
and Dad. 
9 - Ch. 8, 27 : Arnie: The office 
battles between Arnie and Ogil- 
vie make it tough on Arnie’s 
daughter and Ogilvie’s son who 
are planning to go to the Junior 


prom together. 
9 - Ch. 4 3, Mov ie: “ Lilith” . 
9 :30 - Oi. 5 , Young La wy ers: 
Chris Blake, the newest mem­ 
ber of the Neighborhood 
La w 
Office, is charged with the ra pe 
of a student in the after-hours 
seminar he conducts. 
9 :30 - Ch. 8 , 2 7: Ma ry Ty ler 
Moore: Mary gets her feelings 
hurt and her fingers burned. 
She’s been dogging the boss to 
bring his wife to dinner and he’s 
been try ing his best to get out 
of it. 
10 - Ch. 8 , 2 7: Ma nnix : Hie 
detective ra ces 
sy ndica te en­ 
forcers to find a millionaire’s 
son whose disappearance is my ­ 
steriously linked to a gangland 
murder. 
10 - Ch 17, Mov ie: “ The Dev il 
is Driving”. 
10:30 - Ch. 5: To Tell The 
Truth. 
11 - Ch. 3, 5 , 8 , 2 1, 2 3, 2 7, 33: 
News. 
11:15 • Ch. 2 3: Movie: “Hap­ 
py is the Bride”, the path to 
the altar is paved with cala­ 
mities for a y oung couple. Stars 
are Ian Carmichael and Janette 
Scott. 
11:30 • Ch. 3 , Movie: Double 
Feature: “A New Kind of Love” 
is an old kind of romantic com­ 
edy . “Ada”, is the tale of a wife 
and her husband, the Governor. 
11:30 - Ch. 5 , Mov ie: “Thb 
Abominable Snowman 
of 
the 
Himalay as” 
11:30 - Ch. 2 1, Mov ie: “Dia­ 
mond Head” looms in the back­ 
ground of, this tale about racial 
prejudice and hy pocrisy in Ha­ 
waii. 
11:30 - Ch. 33: Mov ie: “ The 
Bamboo Saucer”, and odd com­ 
bination of sci-fi and cold war 
politics. 
11:4 0 - Ch. 8 , Double Fea ture 
Movie: “The Haunting”, a ghost 
story with psy chological over­ 
tones. “A Day of Fury ” drama 
of how a gunman saves a m ar­ 
shal’s life. 
SUNDAY 
2 - Ch. 5 , 2 3, 33: NBA Ba s- 
ketba ll: The Milwaukee Bucks 
meet the Hawks a t Atlanta. 
2 - Ch. 8 , 2 7: Pro Hockey : 
The Boston Bruins 
v s. the Ma­ 
ple Leafs at Toronto. 
4 :30 — Ch. 3, 2 1: Golf Tourna - 


Eatabies 


ACROSS 
% 
on 
the cob 
t Split* ■— 
soup 


blue pike 
23 Caviar 
24 Within 
(comb, foria) 
25 Rodenti 
36 Abstract being 
j 27 Drunkards 
'28 Flushes with 
success 
90 Point in a 
.debate 
21 Masculine 
nickname 
22 Biblical 
high priest 
23 Was captured 
26 Makes 
vigilant . 
20 Old 
21 Membranous 
pouches 
» £ 3 
grass bit 
94 Driving. 


command 
35 German 
composer 
36 Walking stick 
37 Infrequently 
39 Singing birds 
4 0----- bread 
4 1 Alway s 
(poet) 
4 2 Saint—— 
County , 
Mary land 
45 State of 
intense fear 
4 8 Above 
50 College cheer 
52 French 
stream 
53 Wine (Italian) 
54 High card • 
55 Hindu weight 
56 Redact 
57 Steamer (ab.) 
58 Cease 


DOWN 
1 Bird bill 
. 
protuberance 
2 Pertaining to 
the mouth 
3 Feminine 
appellation 


4 Cuddled up 
5 Iron 
6 Eternity 
7 Roman bronze 
8 Diminutive 
of Elizabeth 
9 Son of Seth 
(Bib.) 
10 Alaskan 
island 
11 Facial feature 
19 Even (contrJ 
20 Ailments 
22 Apiece 
23 Slight flaps 
24 Awry 
25 Ship timber 
27 Bellow 
28 Military 
machine 
29 Female sa ints 
(ab.) 
31 Identical 


32 Sy mbol for 
actinium 
35 Male children 
36 Orange-red 
vegetables 
38 Fungoid 
disease of 
vegetables 
(2 words) 
39 Sheltered sidi 
4 1 Anesthetic 
4 2 Change 
position 
4 3 Greedy 
4 4 Italian 
painter 
4 6 Tumult 
4 7 Norwegian 
capital 
4 8 Harvest 
50 Short-napped 
fabric 
51 Deed 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 


12 
• 13. 
14 


15 
16 
17 


18 
19 
2 0 
— 


• 
21 
» 


23 2 4 25 


1 
26 
27 2 8 29 


30 
• 
r 
■ 
33 


34 
■■3 5 
g i i 36 


3 7 
38 


■ 
39 
4 


40 
41 


42 43 4 4 
45 
46 47 48 


49 
50 51 
52 


53 
54 
56 
i 


56 
57 
% 58 
13 


^ T H E R O N 
a t the 
Country Store 


La st night I stopped ov er nea r the Pittsburgh a ir­ 
port to pa y my a nnua l dues for membership in our 
sports ca r club, ha v en’t been to a ny meetings for a 
while. I wa s informed tha t since the wea ther wa s 
not good they ha d not prepa red a ra lly e but were 
a ll goin£ to driv e to the Country Store for dinner. 


if y ou ha v e a group looking for a pla ce to go come 
to the Country Store. We would be so ha ppy to ha v e 
y ou. 


Toda y ’s Stea k Dinner Winner. 
Jea n Gia zia na , 2 70 Sex ton St., Struthen, Ohio. 


ment: Closing a ction in the Bob 
Hope Desert Cla ssic a t Pa lm 
Springs, Ca lif. 
7 —* Ch. 3 , 2 1: Wild Kingdom: 
A struggle with a killer grizzly 
highlights tonight’s a dv enture. 
7 - Ch. 8 , 2 7: Mov ie: “ Ben 
Hur.” Shown in its entirety it is 
a specta cle tha t depicts a sea 
ba ttle between the Roma ns a nd 
pira te ships, the Na tiv ity a nd 
Crucifix ion a nd the memora ble 
cha riot ra ce. Sta rs a re Cha rlton 
Heston, Jack Hawkins, Stephen 
Boy d, Ha y a Ha ra reet a nd Hugh 
Griffin. 
7:3 0 - Ch. S, 2 1: Wa lt Dis­ 
ney : Conclusion of “Bay ou Boy ” 
an adventure set in Louisiana. 
Jeannot and his cousin brave 
the fierce alligator to try to re­ 
trieve the silver church bell. 
7:3 0 - Ch. 2 3, Dea th Va lley 
Da y » . 
8 - Ch. 5 . 2 3, 33: FBI: The 
FBI pursues a trio of gun-run­ 
ners, determined to infiltrate a 
Marine base and steal weapons. 
8 — Ch. 17: Movie: “S t a r 
Spangled 
Rhy thm,” 
starring 
Betty Hutton. 
8 — Ch. 2 5 , Kukla, Fran and 
Ollie. 
8 :30 - Ch. 3, Bill Cosby : A 
likely prospect for Chet’s track 
team turns out to be an elusive 
kid who leads Chet on a cloak- 
and-dagger chase. 
8 :3 0 - Ch. 2 5 : World We Live 
In: This program demonstrates 
how archeologists measure 
the 
age of past civilizations. 
9 — Ch. 3, 2 1: Bona nza : Les­ 
lie Marwood arrives in Virginia 
City to manage a bank-owned 
ranch near the Ponderosa. 
9 - Ch. 5 , 2 3, 33: Movie: 
“Fantastic Voy age.” Reuced to 
the size of bacteria, five spe­ 
cialists are injected into a dy ing 
scientist to 
perform interior 
brain surgery . Stars are Steph­ 
en Boy d, Raquel Welch and Ed­ 
mond O’Brien. 
9 — Ch. 2 5 , Ma sterpiece The­ 
a tre: “The Protestand Wind,” 
c h a p t e r six in “The First 
Churchills.” 
10 — Ch. 3, 2 1: Bold Ones: 
A VISTA volunteer shows up at 
the C r a i g Institute with a 
strange disease and an obvious 
determination 
to snare one of 
the doctors. 
10 - Ch. 17, Movie: “She 
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Asked For It,” a my stery writ­ 
er sets out to solv e a rea l my s­ 
tery . Sta rs Willia m Ga rga n a nd 
Viv ienne Osborne. 
11 - Ch. 3, 5 , 2 1, 2 3, 33: News, 
Wea ther, Sports. 
11:15 - Ch. 8 , 2 7: News, Wea ­ 
ther, Sports. 
11:15 - Ch. 33: City Ha ll. 
11:2 0 - Ch. 2 3, Mr. District 
Attorney . 
11:2 0 - Ch. 33, Mov ie: “Top 
of The World,” A veteran pilot 
is assigned to Alaska to help 
establish a weather station. 
11:30 — Ch. 3, 2 1: J o h n n y 
Ca rson. 
11:30 - Ch. 5 , Movie: “Oh, 
You Beautiful Doll,” with June 
Haver and Mark Stevens. 
11:4 0 — Ch. 8 , Mov ie Double 
Fea ture: “The Tin Star,” a 
shoot-’em-up Western tale star­ 
ring Henry Fonda and Anthony 
Perkins. 
1 — Ch. 3, Monta ge. 
1:10 — Ch. 2 7, Sunrise Semes­ 
ter: Enzy mes. 


Q's and A's 
Q __ How did grapefruit get 
its name? 
A — This arose from the fact 
that the fruit on a heavily laden 
tree often suggests a huge clus­ 
ter of grapes. 


today' s FUNNY 


A P A M g w e 


* 
A t» 
■ 
« S ' 
• ¿ jo « '. 


W L 


* ^ K K 2 flciaao V 2-1' 


Unscra mble these four Jumbles, 
one letter to ea ch squa re, to 
form four ordina ry words. 


ALUV E 
•iSLXftsaü** 
) 
Y N 
w 


R IF AY 
y % 
W 


BR UCHE 
□ 


V P CATE 1 


D 


• 
Now a rra nge the circled letters 
to form the surprise a nswer, a s 
suggested by the a bov e ca rtoon. 


MAtflMBEMSWBIn 
THE 


POUCH ORIPt JUSTLY 
(Ajmwcm Monday ) 
KIRNKL 


Amwin 
ihty w m d o ing a t Üu ho tierj 
mmnhou- - “STOCKING" UP 


OUT OUR WAY 


WEEKLY 
SPECIAL! 
firestone 


Frigitone Anti-Freeze 


Uìfutvtn/*pu>0&. 


YOU« WAITEO 
IS HAVING HIS 
DINNER 


AND OUT POP THE 
HEADS AGAIN. 
■GET BACK.1 
e v e r yo n e ! 


WE' RE POLICE! 
GET BACK! 


â 5 


‘T orn ir of L u n d y a n d P e r sh in g. 


w a t t , THAT'S THE 
END O P THE 
^ 
MOVIES OF MY u 
LODGE CONVENTION] 
HOW DIDVOUUKE 
THEM, BU66? 


> ■ M 


I HAVE tHJOflP OUR CJKT 
VASTLY MR. PRESIDENT, 
SUT I HAVE SOME 
RttlNESS TO 
ATTENP TO AT 
.THE AMERICAN 


/ lA M PWOLATEq PUT I ALSO 
MUST ATTEND 70 MATTERS 
OF PTATE.« FK5T, 7MOU4N, 
a llow me to send tor. 
I^VOUR AUTOMOftLE 


UJHAT DO StXJ DO f 
A Hoe&Y, j . Fm -G H e rro ? 


~ Y 


2 -13 


f Ë V E ? I THOUGHT 
I'M G om TO INTROPUCE YOU TO 
CARSON CARRINGTON. REMEM BCR. 
SHE'S NO BETTER THAN y OU. THAT» ) 
NOT WHAT SHB THINKS, BUT fT'P T / 
BETTER BE WHAT YOU THINK!l 


m 


il 


T y - 


Freckles 
HAS 
WHaTS WE0N6 ? 
Yo u l o o k u k e A 
/Ma sg o m t 
STORM CLOUD/ /N E XT' DOOR. 
- ^ 7 0 MEIT THAT 
NE^ö lRUWHOJü Sr 
MOVED IN/I BIT I 
WONT Ser MUCH OF 
LJI n/l 


fejEYBEEj7F< AVS Always 
Trie WAY » r is when p r 
new models gome u p/ 
'WHAT AM I ^ 
SUPPOSED TO BE. 


— A t r a de - i n ? 


Salem’s Only Ho me Owned 


Department Sto re 


MONDAY FEB. 15, 1 0:00 till 9:00 
No Exchanges or Refunds - No Phone, Ma il Orders Please 


- SPORTSWEAR - 


A Group of 


Super Bargains 


In Famous Na me 


SPORTS APPAREL 
Safe. 3 15 


- BOYS - GIRLS - 


1 TABLE 
Infa nts a nd 3 to 6x Wea r 
Safe 2 '5 - 3 15 


SIZES 7 to 14 
Dresses Val. to 12.00 
CHOPPED TO 3 .1 5 


1 ONLY T O D D LER -Size 3 
Snow Suit 
Orig. 19 .00 
10.15 


5 ONLY TODDLER 
Girls Coa ts a nd Suits « 1 10.15 


2 ONLY SIZES 5-7 
Boys' Zip-Out Coats 0 
i saue-” 10. 15 


1 GROUP, SIZES 6 to 12 
Boys' Pants 
Val. to 7.50 
4 .1 5 


BOYS 5- 6- 7 SIZES 
C.P.O. Ja ck ets 
Reg. 14.00 only 7 .1 5 


- MEN'S DEPT. - 


1 TABLE 
Odds a ndEnds Val. to 13.00 15c to 1.15 


FAMOUS NAME 
Socks 
Reg. 1.50 - 2.00 
Over The Calf, Mid Calf, Ankle Sty les 
. 8 8 


FAMOUS NAME 
Belted Swea ters ^» m‘Sale 7 .8 8 


- DRAPERY - 


Reg. 2.9 8 ea 
Uphols tery Squares 
22”x 25” 1 .00 ea 


Tapestry and Damask fabrics in Greens, Beige. Blues and Wine 
Patterns — Suitable for Ottomans, Chair Seats, Sofa Pillows. 


WASHABLE 
Reg. 12.50 Pr. 
Drapes 
«¡¡sr 
Now 8 .2 5 pr. 


Homespun Tex tured Grass Cloth in Gold, Banana and White. 


1 TABLE 
Reduced for Sale to — 
Short Dra pery Lengths 1 .00 y d. 


Regardless of former price 


SHEER DACRON, FRAME 
Ruffled Curta ins 
Now 2 .5 0 pr. 


Reg. 5.00 
3 6 ” and 45” Lengths 
White Only . 


Va la nce 
Reg. 2.39 ea. Now 1 .2 5 ea. 


2 5 Ya rd Rolls of Conta ct 


Reg. 1 2 .2 5 Ro ll 
— 8 Pattern« 
f ^ I _ T O C » 1 1 
to Cho o se — So ld Full Ro lls Only nMJIC / » #3 POIl 


Viny l Shelv ing 
Sale .5 9 roll 


12 ft. to a Ro ll, Co mpletely Washable, 13V4” wide, Reg. 9 8c ro ll. 


- DOWNSTAIRS STORE - 


Linens 
Zippered Pillow Protectors 
2 in pk g. 


100% Sanforized Cotton — 21” x 27” 


Therma l Blank ets 
50% Poly ester - 50% Ray on 
72” x 9 0” or 80’ x 9 0” — Some Florals. 


Decora tor Toss Pillows 
Kopok Filled 


Dacron Comforters 


Floral Design — 72” x 84” 
Val. to 13.00 


1 .59 pk g. 


. 
2 /900 


2 /3 .00 
. 8.2 2 


Cotton Sheet Blank ets 


Each Wrapped in Cellophane — Pink — Blue — Yellow — Green — White. 


70” x 9 0” Reg. 2.49 Sol© 1*99 
GO* 


80” x 108” Reg. 3.49 Sole 2 .4 9 ea . 


Blue — White Stripe Ticking. 
Dacron Bed Pillows 
21” x 27” Cut 
2 /7 .00 


STEARNS AND FOSTER 


“ HOTEL BUILT” 
Ma ttres s 
or Springs 


Reg. 49 .00 


4 2 .5 0 *a. 


o r 85 .0 0 Set 


Twin or Full Sizes. 


Sca tter Rugs, Ex cellent Color Range 


24” x 36” — Reg. 2.9 8 Sale 2 .4 9 
27 ” X 48” Reg. 3.9 8 .... Sole 3 .4 9 


3’ x 5' Reg. 6.9 8 
Sale 5 .98 
57" X 70” Reg. 4.9 8 ... Sole 3 .98 


1 GROUP 
Ta ble Lamps 
Reg. 20.00 
Sale 1 4 .00 


Duchin Brass Stands 


Bathroom Towel Stands Reg. 16.00 
Wall — 4 Shelves, Reg. 10.9 8 
Wall — 2 Shelves, Reg. 5.75 
Telephone Rack. Reg. 5.00 
Floor Stands, Reg. 10.00 
20% 


Off 


1 ONLY 
Hoov er Blender 


2 Speed, Reg. 24.00 
Sole 1 2 .00 


5 Only Glass Carafes - Go ld Leaf Desig n Reg . 9 .49 _ _ _ _ _ _ _ _ _ _ 
Sale 6 .0 0 ea. 


3 Only Shetland and Ho o v er Flo o r, Carpet Scrubbers 
No w 1 5 .0 0 ea. 
Reg. 22.9 5 


4 Only Sentry Elec. Can Openers, Reg . 1 1 .9 8 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
Sale 6 .0 0 ea. 


2 Only Step-On Cans, Reg . 1 1 .9 8 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
Sale 8.0 0 ea. 
Avocado or Gold with removable inside liner and deodorizer. 


7 Only Early American Wo o den Recipe Bo x es, Reg . 4 .0 0 
Sale 2 .0 0 ea. 


7 Only Early American Wo o den Napkin Ho lders, Reg . 3 .0 0 _ _ Sale 1 .5 0 ea. 


3 Only "Swedish" Shag Rug s, Reg . 2 9 .9 5 
No w 1 9 .0 0 ea. 
4’ x 6’ — 2 in Blue, Green Comb. — 1 in Multi Red Comb. 


1 Only Lees Acrilan Plush Carpet — 9 ' x IT Reg . 1 3 5 .0 0 
Sale 75 .0 0 
Cocoa Beige Color. 


2 Only Sunbeam Hair Clippers, Reg . 1 4 .9 9 
_ _ _ _ _ _ _ _ _ _ _ _ _ _ _ _ 
No w 6 .0 0 set 
Complete 
Sets. 


4 ONLY 
MELAMINE 
Dinnerwa re 


Service for 4 
In Yedlow, White, Red. 


Reg 19 .9 5 Set 
Sale 1 0.00 set 


Plus — 


MATCHING 5 
PC. 
Serving Set 


(Platter. Vegetable Dishes, 
Sugar, Creamer) 


Reg. 19 .9 5 
Sole 2 .00 
or 
Combined Set 
, only 1 2 .00 


Hoov er 
Upright Sweeper 


Reg . 6 4.5 0 
&fe‘5 5 


4 Position Setting for Shag Carpet,Plush 


Regular and Indoor — Outdoor Carpets 


With Cleaning To o ls 
6 9 .5 0 


HOOVER CANNISTER 


“ Constellation” 


Reg. 34.50 
Sale 2 9.5 0 


Mo del 
1 02 0 


READY-TO-WEAR - 


Winter Ha ts 


§0Lfifc 
price 


1 GROUP 
Formals 
Val. to 48.00 
only 7 .1 5 


1 BIG GROUP 
Cotton Dresses 
Reg. 9 .00 only 2 .1 5 


1 RACK 
Junior Dresses Val. to 21.00 only 4 .1 5 


LINGERIE - 


1 TABLE 


L i n g e r i e 
vai. to n.oo 
• 


5 ONLY 
Gown, Robe Sets 


XS - S Sizes 
Val. to 30.00 


2 .1 5 


5.1 5 
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Students 


Gini Dolence, daughter of Mr. 
and Mrs. William Dolence, RD 
2, Salem, recently served as a 
member of the 1971 Homecom­ 
ing Court at New Castle Busi­ 
ness College. 
A 19 68 graduate of United 
High School, she is president of 
Alpha Iota Sorority . 


W. Branch Jr. Hig h 
Earning all A’s for the third 
six -week period at West Branch 
Junior High School were: sev­ 
enth grade, Cora Brown, 
Gary 
Davis, Susan Faulkner, 
Diane 
Herold and Becky Hofer; 
and 
eighth grade, 
Chalona 
Blo ss, 
Gerald Buell and Jam es 
Busch. 
Others attaining honor roll 
status were: 
Seventh 
grade 
— 
Jeanette 
Austin, Amy Baird, Brian Camp- 
bell, Judy Greenawalt, 
Ly nne 
Hallman, Fay e Hartzell, Keith 
Heck, William Heestand, 
Do n­ 
ald Hendershot. 
Brian Hoopes, Douglas Miller, 
Suzette Miller, Janet Murphy , 
Chery l Neiswanger, Jam es Och- 
sendorf. SueAnn Patterson, 
Lar­ 
ry Riddle, Joy ce Sanor, Bever­ 
ly Stearns, Teresa Tuel, Diana 
Way ne, Terri Wuthrick. 
Eight grade — Bruce Behner, 
Robert Boss, Mary beth Choma, 
Denise Conrad, Annette 
Craw­ 
ford, Randall 
Fahey , 
Ronald 
McNeely , Judith Oprandi, Mary 
Kay Pohmurski, Douglas Smith. 


- FOUNDATIONS - 


1 GROUP 
Bras 


Broken Size« . 
.15 
1.15 2 .1 5 


1 GROUP 
Girdles 
Val. 2.9 9 to 13.9 9 
• 
V a off 


- ACCESSORIES - 


Val. to 6.00 
• 


1 ODD LOT 
Jewelry 


1 GROUP 
Scarves, Belts, etc. 


Odds and Ends 
Val. to 4.00 


Sale .15 


1 LOT 
Ha ts a nd Mittens 
Val. to 5.00 


.15 


1.15 


40 PRS. 
Teens Stretch Hose 
.15 pr. 


Seamless, Micromesh, Reg. 1.00 Pr. 


South Range, Honorees 
Named to the honor roll at 
South Range West School for 
the third six -weeks period with 
all A’s were: 
Six th 
Grade—Irene 
Rhodes, 
Karen Sigle and Elvin Witmer. 
Eighth Grade — Kathy Cullar, 
Mary Ellen Kenreich and Mark 
Williams. 
Also named to the honor roll 
were: 
Six th grade: Jam es Bartholo­ 
mew, Tim Beight, David By ler, 
Lois Calvin, Lorri Calvin, Mich­ 
elle Chizmar, Lori Davis, Tam- 
ra DeZee, Annette Dimond, Ka­ 
thy 
Gee, 
Cathy 
Grumbling, 
Mark Hatch, Charlene Hough, 
Kathy Hurd. 
Carla 
Longanecker, 
Kathy 
Martin, Neil Max well, Tom Mc­ 
Ginnis, Nancy McHenry , Cathy 
Mellinger, Tom Oliver, Dawn 
Sheely , Dorothy Shoup, Charles 
Sisco, Taby tha Taulbee, Mela­ 
nie Wilhelm, Sharon Witmer. 
Seventh grade: 
Laura Bern­ 
stein, 
Beverly 
Brown, 
Karen 
Detwiler, 
Karen 
Hartsock, 
Dennis Huffman, 
Debra Hull, 
Eileen Jacobs, Curtis Jacobsen. 
Marvin Kelly , Kathy Kramer, 
Brad 
Kuhns, 
Deborah Lewis, 
Cindy Sheely 
Janet Sheldon, 
Beverly Slagk, Ly nn Stewart, 
Alan 
Weisenberger, 
Cy nthia 
Wenzel, Ly nne Yeagiey . 
Eighth grade: 
Susan 
Bahr, 
Richard 
Bartholomew, Connie 
Brunner, Thomas Ewankowich, 
Julie Hatch, Nancy Hurd, Tim 
Kozicky , David Kunder. 
Alan 
Kurtz. 
Sherri 
Kurtz, 
Janice Rhodes, 
Cathy Sheely , 
Sandra Smith. Kenn f Waldron, 
Ly nn Wenzell, Karen Weslphal, 
Grace Witmer. Joy e Witmer. 


NATURAL BRISTLE 
Ha ir Brushes 
Reg. 2.29 


For Men or Women. 
1.15 


- MEZZANINE - 


PRINTED and PLAID 
Ruffling and 2 W Tuck ing 


Val. to 1.49 Yd 
.15 yd. 


PRINTED 
Cottons and Rayons 
. 
.15 yd. 


36” and 45” Wide, Val. to 1.59 Yd. 


IDEAL DRAWER ARRANGERS 
Pa nty Hose Boxes 
Reg. 2.50 


Plain Taffeta and Printed Cotton Covers. 
1.15 


3 IN A BOX 
Men's Coa t Ha nger Sets 


Val. 5.50 
Sole 2 .7 5 box 


- TOYS - 


TALKING 
Barbie Dolls 


R f ' ” * 
t 


By 
' 
‘NER 
Mr. an ! \I 
j r 
Fox en- 
terfaine'! 
h 
’ -Hners 
of P In* 
spent 
in 
m 
i 
nge- 
m< n\s. Lon 
w v >d by 
the hostess. 
;> I* 
bv Mrs. 
Donna War.son 
an 
Mrs. Gene 
Smith. 
Mr. .¡n 
' 
\ 
» • h Eisen- 
braun eelen t < 
m 
<4ih wed­ 
ding anniversa v this week. 
Mr. and M a. i'like Lotze of 
Clairton, Pa., spun 
day with 
his parents, Mr. an I Mrs. Pete 
Fearn. 
Ron Boehm and Cheiy Ro- 
migh were guest speakers and 
singers at the Youlh Fellowship. 
Boehm is a former resident of 
North Benton. 
Mr. and M s 
M Ivin McEl- 
downe.^ h 
>ve i 
to 
their 
new ’ 
St. in Se- 
bring. 


The Am 
• an Indians used 
the wood 
hi 
h 
cage orange 
and hick.-ty 
for 
their 
bows, 
tulip and ash for their arrows. 


Reg. 6.67 
Now 3 .5 0 


All Barbie Clothes 
Vi price 


Proctor Ironing Board 
. Sale 9.95 complete 
With Pad, Cover 
Reg. 12.9 5 > ....... 


Wh e n re a so n fa ils, 


try d ia mo n d s. 


Qa n iel S . 
S mith 


JEWELER 


3 4 0 E. Sta te Street 
Sa lem. Ohio 
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